














—_— 
eesooneeoa™ 



























——~ =~ =. 


Hii} ‘a 
Wily | 
thi 
Hit ei) Hl sil ris 












piety 


- ©. =e 
ere 








iyi of [rogress in Plumbing Heating Ventilation and eee toDomestic Sanitation 








Whole No. 1329 


CHICAGO, JUNE 1, 1918 


Vol. 838, No. 9 





PUBLISHED ON SATURDAY OF EACH WEEK BY THE 
DOMESTIC ENGINEERING COMPANY 
407 South Dearborn Street, Chicago 


Address all Correspondence to Chicago Office. 


Long Distance Telephone: Harrison 2400. 
Eastern Office, 200 Fifth Ave., New York City. Tel. Gramercy 4419. 
F, S. KenFiexp, Pres. F, P. Keeney, Treas. and Gen. Mgr. 
E. De Forest WINsLow, Vice-Pres. O. T. Carson, Secretary. 


EDITORIAL STAFF. 


F. P. Keeney, Editor. 
R. Herrov, W. H. Burguest, C. L. Davis, Associate Editors. 


ADVERTISING REPRESENTATIVES. 

















O. T. Carson Western Representative 
E. De Forest WINsLow Eastern Representative 
F, S. Kinc Central States Representative 
C. G. FunpIncer ew York Representative 








TERMS OF SUBSCRIPTION. 
United States, Cuba and Mexico, $2.00 per year. 
Canada, $3.00 per year. Foreign, $4.00 per year. 
Current Copies, 10c each. Back numbers, 25c each. 





Entered as Second-Class Matter at the Postoffice at Chicago, III. 


Member of Audit Bureau of Circulation. 
Member of the Associated Business a 











SALESMANSHIP YOUR SALVATION DURING 
THE WAR. 





ALESMANSHIP is a tremendous factor in bus- 
iness. Whether you sell goods or service, 
salesmanship plays a role of major importance. 

The degree of success attained in business is usually 
dependent upon the extent and intensity of the 
salesmanship involved. 

There are salesmen and salesmen. They come 
in all sizes and grades. Some are surcharged with 
initiative and confidence—highly energized selling 
efficiency. They belong to the category of one hun- 
dred per cent salesmen. Following in their wake, 
come the lesser types, representing varying degrees 
of sales power. 

If you expend fifty per cent of selling energy in 
marketing your goods or service in a fertile field, it 
is reasonable to expect a result of approximately 
fifty per cent. Expend seventy-five, eighty-five or 
ninety-five per cent of selling efficiency and the out- 
come will be proportionately the same. 

Salesmanship is recognized as an integral part of 
the plumbing and heating business by the enterpris- 
ing contractor. It is the province of salesmanship 
to bring the merits of a product to the attention of 
a prospective user in a way that will create a de- 
mand for it. In selling plumbing and heating sys- 


tems, the contractor, particularly during the war 
period, must expend a high percentage of sales en- 
ergy in order to achieve definite results. 

Sales opportunities for the plumbing and heating 
contractor are found today in a different field—dis- 
tinct from that of pre-war times. Remodeling has 
superseded the place formerly held by new building 
operations. This new field is fertile and offers re- 
wards commensurate with the percentage of sales 
energy you expend. 

In your efforts to secure a substantial share of this 
war-time business, you are not standing alone. You 
have the hearty support and co-operation of the 
trade associations, the manufacturers and the trade 
publications. 

Remodeling work for the plumbing and heating 
contractor can be had, provided he is really in earn- 
est about it. Securing it is largely a matter of sales- | 
manship, which is after all the ability to induce the 
prospective customer to think as you do about the 
merits of your proposition. 

Make your prospect realize that you believe in 
the service and goods that you propose to sell. En- 
ergize your belief in your service, your goods and 
yourself. Make the current of your sales belief of 
high voltage—intense, convincing, powerful. 

The plumbing and heating contractor should rea- 
lize fully that, if he wishes to operate his shop dur- 
ing the period of the war, he must proceed at once 
to develop the salesmanship factor of his business. 
This will assuredly be his salvation. 

The average contractor, in the plumbing and 
heating business, is often prone to place too much 
stress upon: the mechanical feature of his shop activ- 
ity. Therefore he permits himself to underestimate 
the salesmanship end of it, which is in reality the 
big end and the one that gives spark to the wheels 
of business. 

At the conventions of the National Association of 
Master Plumbers and the National Association of 
Master Steam and Hot Water Fitters, the subject of 
salesmanship during the war will be thoroughly dis- 
cussed and along really constructive lines. It will be 
to your advantage to listen closely to the men who 
will discuss the subject, and who are conversant 
with the ‘“‘How”’ element in the selling art. Whether 
you attend these conventions or stay at home, re- 
member that salesmanship— intensive selling tactics 
—will be your salvation during the war. 








ORE MONEY from HEATING JOBS 


How to Get in Touch With and Sell Those 
Who Need More Efficient Heating Equipment 


By “Domestic Engineering’s”’ Heating 
Service Department 


heating contractor in the 


HERE 
country 
wasted coal or gave trouble all last winter. 


a t = ’ 
WADI Isnt a 


pro 
who doesn’t know of several plants that 


It may be a boiler connected to a leaky chimney that 
breaks the draft and prevents complete combustion, or a 
chimney not high enough to assure proper draft. It may 


be a boiler with a cracked section improperly and tem- 
porarily patched up to tide over the severe weather a year 
or more ago. 


the boiler on the job is several sizes too small 


on account of radiation added since the plant was first 
installed. The plant has to be torced at all times and 
still doesn’t give satisfaction. 

Or there may not be any draft regulator or a draft 


revulator that was never intended for this particular job, 
or that 1s a regulator in name only. 
that need 


make 


will be tound 
temperature control 


Then there are plants without 


Many, many heating plants 


only an automatic to them 
ethcient and up to date. 
number wasting tons of coai on account of exposed heat- 
ing mains. Others are equipped with venting valves that 
were inferior to begin with and that have been a source 
of annoyance and waste to owners from the start. 

Some plants are equipped with ordinary pet cocks or 
worn air vents, when they should have automatic air 
valves. 

Again there are boilers put in 20 or 30 years ago, and 
so antiquated and worn out that no method of firing, no 
amount of repair, no additional equipment, will ever make 
them efficient. Such are past hope and should be torn 
out entirely and replaced with new, modern systems. | 
there are beautiful homes (otherwise modern) 
where cheap or inefficient hot air been 


wasting coal, impairing health and spoiling decorations 


Then 
furnaces have 
for 
There containing 
have never been heated or supplied with hot water. 
All heating contractors know of cases like these where 
and still there are many who 


years. 


are garages, high-priced cars, that 


business could be secured 
back their 
rotten!” 

But it should not and it 
who uses his head and goes out to round up the pros- 
pects that lurk at every turn 
time 


sit in swivel chairs and say: “Business is 


be. will not be, for the man 


never was a when people were so re- 
ceptive to heating 
There never was a time when you had so little selling 
resistance to overcome. 

In many sections people have had difficulty in getting 
fuel. In all sections they have had to pay more for it. 
Moreover, last severe 


undue 


There 


efficiency as they are right now. 


unusually 
heating plants, 
Owners 


winter’s weather was 


and put an burden on many Te) 


that they 


suffered 


sore need of overhauling. 


whose coal bills were eCx- 


are now 1n 


who last season, or 


* 
€ 


tremely high, know they must give their heating plants 
attention if they want to avoid a repetition or aggrava- 
tion of heating troubles in the future. 

The stage is all set for you. How will you use your 





FIRST LETTER. | 
Dear Sir: | 

You probably paid more for heat last winter than 
ever before. 

Some of this added cost may have been unavoid- 
able, due to the higher cost of coal. 

But some of it was also probably unnecessary, 
due to tmproper and wasteful firing. We know 
that wrong methods of firing have been responsible 
for a great many people not getting the results they | 
should out of their heating plants. 

Naturally they blame the installation or think 
there is something wrong with the boiler when cor- 
rect firing would quickly remedy the trouble. 

As the problem of getting the utmost heat out 
| of every ounce of coal 1s more important this year 
| than ever, we have prepared a set of “Rules for 
Firing a Boiler,’ a copy of which is enclosed with 
our compliments. 

If you will follow these rules we believe you will 
get more heat from less coal. | 

We suggest that you tack this card up in a promi- | 
nent place near your boiler where you can consult 


it conveniently, 

Circumstances alter cases in firing as m other 
things. Should the conditions in the case of your 
heating plant be different or unusual, an inspection 
by “one who knows’ might result in saving coal 
and getting much more satisfactory heat. 

The writer will be glad to make such inspection 
any time during the next two weeks WITHOUT 
CHARGE. 

lf we can help the people of this community save 
fuel, we feel that it is our patriotic duty. It ts one 
way we can do our bit. 

Just phone and we will be glad to call and give 
you free benefit of what we have learned about fir- 
ing boilers during a life-time of experience. 

Yours very truly, 























opportunity? How will you cash in on it to the utmost: 
By first getting your prospect’s confidence. And this 
you can do by offering him something of tangible, prac- 


tical value that costs him nothing. For instance, you 
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might mail him a set of rules for firing a boiler, neatly 
printed on a card large enough to fit in a No. 10 envelope, 
say 914x4 inches, printed in two colors, with your name, 
address and phone number at the bottom. A facsimile 
of such a card, somewhat reduced in size, but with the 
“rules” legible, should any readers of “Domestic En- 
gineering” desire to copy them, is shown herewith. 

The letter on Page 322 is suggested to accompany this 
card. 

Note that this letter suggests that the card be hung 
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After another interval of two weeks, mail a third letter. 
A suggestion tor this also is given on next page. 

This gives you three different angles of approach. In 
each case your service is offered without charge. If you 
do not happen to hit a responsive chord in letter Number 1, 
you are likely to do so in Number 2 or Number 3. 

These letters should be mailed at once as the rigors 
of winter are still fresh in people’s minds and you will 
be able to offer the inducement of off-season rates, which 
is always a weighty factor with the thrifty. 





RULES FOR FIRING A BOILER* 


| Soft Coal. 
1. Thoroughly clean flues and passages of boiler 
at least once a day. 

2. Steam boilers should be blown out under pressure 
to remove grease and dirt. This is very important and 
should be done at once by an experienced man. Hot 
water plants should have water renewed in fall before 
starting heating season. 

3. Clean base of chimney and smoke pipe once a 
year. 


Method of Firing. 

1. Fire often and lightly, keeping grates covered. 

2. Do not spoil fire by stirring it around or mixing 
it up. 

3. Use slice bar under fire bed on top of grates, 
lifting only enough to break or crack Open the mass. 
Keep fire free from clinkers. 

4. In large boilers use the alternate method of 
firing; first, one-half of grate, and next, firing the 
other half. This is done to have a bright fire to assist 
in burning the gases from the coal just fired and to 
make heat until the fresh coal ignites. 

5. Don’t smother your fire. 

6. Use the smaller prepared sizes of coal if possible. 
If you cannot get the small coal, break the large coal 
into small lumps. Wet all soft coal before firing. 

7. The best way to fire round boilers is to get the 
house warm by firing lightly and often. Then fill fire 
pot full of wet coal. Next take a piece of pipe or 
broom stick and poke a hole down through the fuel 
bed to the grate. Carefully withdraw and leave hole 
in fuel bed. Check off the draft so that it will not 
burn too rapidly. This hole soon will carry a large 
blue flame, which is gas driven off from the fresh coal. 
If this method is followed, the gas will not be lost up 
the chimney. 














Ashes. 

1. Don’t shake grate violently. It wastes coal. 

2. Keep the ash pit clean. 

*These rules are not intended for large consumers, 
but for householders, and not for apartment janitors, 
but for laymen who know little of the science of coal 
saving. 





3. Never allow ashes to get within six inches of 
grate. 

4. Remove ashes from last shaking before shaking 
again, 





| 

| 

| 

Hard Coal. | 

1. Thoroughly clean flues and passages of boiler at 

least once every week. 

2. Steam boilers should be blown out in same man- 

ner recommended for soft coal. Also clean base of 
chimney in same manner. 


Method of Firing. | 

1. %In using anthracite coal a bright fire should 
always be kept if you wish heat. In building up a fire 
use a small quantity often with good draft until the 
fire pot is full to the center of fire door. Draft then 
can be checked to hold the heat desired. 

2. A hard coal fire should never be disturbed by 
stirring or breaking up with a poker. 

3. Remove clinkers, if any, through grate or clinker 
door. 

4. Use size of coal recommended by maker of the 
boiler. Don’t wet hard coal. 


Ashes. 


1. Rules same as for soft coal. 


General Remarks. 

1. Cover boiler and pipes with asbestos or other 
insulation; also weather strip your windows and doors 
or stuff cracks with cotton. 

2. Keep your room at 68 degrees (best heat for 
health). 

3. Heat only the rooms you use all the time. 

4. Close bed room doors when windows are open 
and shut off radiator. 

5. When any room is kept at a lower temperature 
than balance of rooms keep door closed. 

6. Protect a hot water radiator in room when win- 
dows are open by throwing a blanket or rug over a 
radiator. Radiator may then be shut off without fear 
of freezing. 


ee 








Draft. 
1. Perfect combustion cannot be secured without 
proper draft. Call in a local plumber or steam fitter 
for advice on draft regulation, 


a ee 





near the boiler, thus making it a perpetual aavertiscment 
for you. 

The offer made in the letter is distnterested, incurs no 
obligation and should result in putting you in touch with 
a great many people whom you can really benefit by rec- 
ommending some very much needed improvemert. Where 
you find that the fuel consumption is reasonable, the plant 
in good condition, you will make a friend and booster 
of the owner by simply telling him the truth. He will 
then feel that you are “on the level,” not just trying to 
take some money away from him, and when later he may 
have a plumbing or heating job, he will remember you. 

However, whatever the results, you should not rest 
content with sending out one letter. In ten days or two 
weeks Letter Number 2 should go to your list. This sec- 
ond letter might read as shown on Page 324 


Simultaneously with the letter series, you should take 
liberal space in your local newspapers. Newspaper ad- 
vertising can be made a very profitable investment in sell- 
ing the half-sold and making them think of you when they 
think of a heating job. 

You will gain prestige not only with your regular cus- 
tomers but with those who are now your competitors’ cus- 
tomers. Nothing raises a heating contractor in the eyes of 
the community hke newspaper advertising, well done. It 
is a sign of his up-to-dateness and inspires both confidence 
and good-will. 

In order that readers may have proper guidance in 
their newspaper advertising, “Domestic Engineering” has 
employed the service of several experienced advertising 
men to prepare a series of four model newspaper ads suit- 
able for immediate use. These are reproduced here am] 
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mats of them, full size, including both type and illustra- 
tion, will be mailed on request to bona fide subscribers. 
These matrices come in two column width. In writing please 


state whether or not the whole set is wanted. 
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Don’t Let This Happen 
To You 


Don't wait until zero weather to learn that 
your heating plant is inadequate or played out. 
Don't run the risk of having to move in the 
dead of winter. 


If you rent, see your landlord now. Insist that 
he give the heating equipment of the house 
thorough inspection and make all needed re- 
pairs at once. 


And you landlords, this is equally important to 
you. For if the heating plant in any of your 
houses doesn’t deliver, your tenants will not 
stay. Moreover, they will prevent your rent- 
ing to others. 


Nothing rents or sells a house so quickly as an 
up-to-date heating plant. Nothing so quickly 
‘“‘queers’ a lease or sale as an old, inefficient 
or wasteful heating plant. 


Neither tenants nor owners can afford to over- 
look this vital factor. It is more important 
this year than ever because coal is scarcer and 


higher. 


Get your heating plant in ship-shape now and 
be assured of comfort later. 


We install, alter, re-build and repair heating 
plants of every kind. No charge for consul- 
tation, or inspection. It may save you some 
bitter hours to settle this heating question now. 


Phone : 





The Enterprise Heating Co. 











Adv. No. 1* 


These four ads should be supplemented by others of 
your own to keep your name before the community at 





*Matrices of this adv. for two-column newspaper space can 
be obtained free of charge, by subscribers, from ‘“‘Domestic En- 
gineering,’’ upon request. 
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SECOND LETTER. 
Dear Sir: 





How much coal did you burn last year? Did 
you-burn as little as you should to keep your rooms 
at an average temperature of 68° to 70°? 

You don't know? 

Perhaps we can help you. We are walling to try. 

The amount of radiation you have should bear a 
definite relation to the amount of space to be heated. 

Given these and other factors, it is easy for an 
experienced heating contractor to determine fairly 
accurately just how much ceal should be needed to 
produce the required heat over any period of time. 

If you are interested, we should be pleased to 
give you the figures for your home without obliga- 
tion. 

We are often able to show householders where 
they can make substantial fuel savings or increase 
the efficiency of their heating plants. A word or a 
suggestion from us may be worth a lot of money to 
you. It will not cost you a penny to have the writer 
call, inspect your heating plant and tell you whether 
it is working as efficiently as it should. 

If you care to accept the above offer will you 
phone me now? 

Yours very truly, 

















THIRD LETTER. 
Dear Str: 

The old saw, “In time of peace prepare for war,” 
has an appropriate application in the heating plant. 

Early summer is the time to prepare successful 
warfare against Jack Frost and the blasts of win- 
ter. 

Don’t wait until the battle starts, to learn that 
you lack proper equipment or that something is 
“out of whack.’ Don’t handicap yourself in the 
fight by delaying repairs until you actually have to 
“fire up.” 

Overhaul your heating plant now. Last winter 
was a long, hard one. Heating plants were given 
a gruelling test. Some of them will not stand an- 
other winter in their present condition. 

How about yours? 

If you are in doubt whether anything needs to 
be done to it, call on us. We will make a thorough 
inspection. If your plant is “fit,’ we will frankly 
tell you so. If it isn’t, we will advise what should 
be done to put it in A-1 condition. 

We make no charge for inspection or for our 
You may save hundreds of dol- 
lars and no end of discomfort by having a com- 
petent heating man look your plant over now and 
make repairs, if any are needed. 

Whether you have us make the inspection or 
someone else, the important thing is to Do IT 
NOW. It will insure you a comfortable home and 
economy of fuel next winter. 

Yours very truly, 


recommendations. 
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this time. Most manufacturers of various lines of equip- 
ment supply newspaper electros of their goods. Some are 
even ready to send electros of complete ads advertising 
their product. Write to some of the manufacturers with 
whom you deal and ask them for proof sheets of any cuts 
and ads, which they furnish without charge. 

Street car advertising will effectively supplement the 
newspaper and letter campaign. Write to some of the 
manufacturers with whom you deal about a campaign on 
a 50-50 basis, advertising their product over your name 
in the cars or on the billboards of your locality. 
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Heat Your Garage 


Don't take chances of engine trouble—don’t 
risk a big bill for repairs to your car because 
you kept it in an unheated garage. 








It's a simple matter to heat any garage either 
with an independent heater or by the exten- 
sion of the home heating plant. 


We can tell you in two jerks of a lamb’s tail 
just what method of heating will prove most 
satisfactory in your case and what it will cost. 


You will enjoy your car more—will use it 
oftener—will keep it in better condition— if 
your garage is heated. There's not much in- 
centive to work around a car in a garage with 
a zero temperature. And it isn't necessary. 


Let us figure with you at off-season rates. 


The Enterprise Heating Co. 











Adv. No. 2* 


Right here let me say that the selling co-operation you 
can get through the more progressive manufacturers is 
well worth while and should be taken advantage of. Man- 
ufacturers have made a study of the problem of selling 
their particular line to the public, and their ideas are the 
result of experience. Moreover they make no charge for 
most of the advertising aids which they furnish and these 





*Matrices of these advs. for two-column newspaper space can 
be obtained free of charge, by subscribers, from ‘“‘Domestic En- 
gineering,’”’ upon request. 
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America 
Expects Every Ton to 
Do Its Duty 


With war industries speeded to the limit, with 
ships taking every available ton of coal, house- 
holders must get every bit of heat energy from 
their fuel. 


The way to do this is not to skimp on coal— 
not to underheat your home—but to make 
your heating plant more efficient. 


There is no economy, there is great waste, in 
putting up with out-of-date heating equipment. 
If your boiler is not adequate, if you need more 
radiation, if you have no scientific heat con- 
trol, if your pipes are not asbestos-covered, if 
new parts are needed, have the work done im- 
mediately. By investing a few dollars now, 
you may save hundreds. You are almost cer- 
tain to save discomfort. 


Heating is too vital a thing to take chances 
with. Have us look over your plant now. If 
it is in good condition, we will tell you so. If 
it can be made more efficient, we will tell you 
how. In either case, our advice costs you 
nothing. Our years of experience are freely 
offered to help make every ton of coal do its 
duty. 


The Enterprise Heating Co. 

















frequently have been produced by experts at a cost that 


would be prohibitive for the average heating contractor. 
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PATRIOTISM 


Begins in the Coal Bin 


Fuel is as necessary to the success of the war 
as food, men and munitions. 


Food, men and munitions are useless without 
ships. And ships cannot move without fuel. 


Every patriot will save coal to the utmost of his 
ability next winter. But saving coal isn't a 
question of not burning coal. It's a question 
of burning it efficiently. 


Make your coal go as far as possible—that’s it! 
You can only do that if your heating plant is 
right. Is yours? 


Don't guess about so vital a thing. Consult 
the man who knows. It’s as much our job to 
inspect and repair old heating plants as to in- 
stall new ones. 


Frequently, a few minutes consultation with us 
has saved house owners tons of coal and weeks 
and weeks of discomfort. If anything is 
wrong, we find it in short order. 


It will not cost you a cent to have us give your 
plant a thorough inspection. Now is the time 
to have this done, when the fire is out and the 
plant notin use. Phone for appointment. 


We specialize on repairs, cleaning and 
alterations. Special summer rates. Come 
in and see the latest thermostat—should 
be on every boiler—a regular hired man. 


The Enterprise Heating Co. 
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Adv. No. 4* 


*Matrices of this adv. for two-column newspaper space can be 
obtained free of charge, by subscribers, from ‘‘Domestic En- 


ginering,”’ upon request. 
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As the work is done in quantities for hundreds of the man- 
ufacturer’s customers, he can produce it at low cost and 
can afford high grade work. 

As was emphasized in the article on Water Supply Sys- 
tems, it is not the amount spent on an advertising cam- 
paign that brings results but how it is spent. Results are 
proportionate to the quality rather than the quantity of 
the work. 

The essential things you have to do in making an ad- 
vertising campaign on heating installations “produce” are: 

1. To create the consciousness Of need for what you 
are selling, i. e., your advice, your service and various kinds 
of heating equipment you handle. 

2. To move the prospect to action. 

The accompanying letters and newspaper advertise- 
ments are designed with this in mind. They are, however, 
merely suggestions. There may be certain conditions in 
your locality which should have special attention. You 
are the best judge as to this, as you are on the ground. 
From the examples given here, you will get inspiration 
and ideas for further “copy” along these lines. 

No not put off starting this campaign. When the 
weather gets too hot people will not be in a mood to 
discuss heat in any form. When they have only recently 
let the fires die out in their boilers, is the psychological 
moment to approach them. 

In addition to the letters and newspaper ads, a series 
of reminders to slip into envelopes with statements, bills, 
and correspondence would be profitable. The cost of 
these “envelope stuffers,” as they are sometimes called, is 
trifling. Your printer, if he is the right sort, will help 
you in getting up something unusual and attractive. 
Unique and appropriate cuts to “hook up” with the copy 
for these leaflets may be secured from various syndicate 
concerns at a cost of a few cents to a few dollars each. 
“Domestic Engineering” will be glad to supply any in- 
terested subscriber with names of concerns selling such 
cuts. 

Two vital factors in a campaign of this kind are: 

1. It must be consistent,—must extend over a sufficient 
period to sink thoroughly into the minds of those to whom 
it is addressed. 

2. No advertising campaign will run itself. You must 
back it with enthusiasm, determination and a lot of 
“steam.” 


Acceptance of Offers. 

That there can be no contract without both an offer and 
acceptance is fundamental. That there must be a meeting of 
the minds of the parties implies this much. The acceptance 
may be by word or act, but there must be an acceptance. 
Notice of the acceptance is not always necessary, and when 
necessary may be waived. We concede that when the offer 
is to have the other party do something for the offered con- 
sideration, as distinguished from promising to do something, 
then the doing of such thing by the other party is an accept- 
ance, and no notice by him of the intention to do the thing 
called for is necessary. An order to ship goods becomes a 
contract when the goods are shipped, without any .communica- 
tion of the acceptance. It is also true that acceptance may 
be by acts and conduct, as well as by words, and may be 
proven by facts and circumstances.—Springfield (Mo.) Court 
of Appeals in Williams vs. Emerson-Brantingham Implement 
Co., 198 Southwestern Reporter, 425. 








Siireveport, La—The Hoke Plumbing & Heating Co., of 
623 Market Street, has secured the contract for installing a 
steam heating system in the Frost-White Building on Texas 
Street. The contract amounts to $6,865. 
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OMETHING MORE ABOUT WATER 


How Water Is Ratsed by Suction Pum ps— 
Atmospheric Pressure Is the Lifting Power 


By John H. Perry 


Continued from Page 286 in the Mav 25th Issue. 


T seems to be the endeavor of nature all the time to down, and they open, providing there is a check at the 

equalize pressures. Liquids always ftlow from a place bottom of the plunger chamber, as shown. 

ot high pressure to a place of lower pressure. They Now what will be the result of working the plunger 
never fail to do that if there is any passave at all between up and down in this case’ Fig. 7 shows exactly what will 
these places. In this little syringe there is nothing to pre- happen, and it shows the plunger on the up-stroke [he 
vent water in the bowl from rising into the syringe so plunger valves are closed, and bowl is lifted and check 


; . : ° j ; » = . . . cre by | , = 
long as its surface is exposed to the pressure of the at- valve open. Water is rushed into the syringe bowl unde 
mosphere. plunger, and the water 
above thi plunyget is beme 







“But that isn’t a pump,” you say. Well, look at Fig. 5. 


This comes nearer to a pump. Here we have the same lifted up out of the syringe. 


syringe with a check-valve, in the form of a ball, over the [t overflows the syringe and 
mouth of the nozzle. Lifting up the piston of the syringe, falls back into the bow! 
the water will fill the syringe just the same. It lifts the 
ball off its seat, and fills the syringe. Then when the 


syringe is full, the ball falls back to its seat (Fig. 5) 





again, holding the water in the syringe. Now push down 
on the syringe and you can not push the water out of it. 
The ball closes the outlet against you. 


If you lift the syringe, shown in Fig. 4, out of the bowl, 





" ° ° P 47 
and push in the plunger, you will instantly squirt a i 
stream from the nozzle, because there is no check-valve \\ 
there to prevent the water from getting out. Suppose 
that you leave the syringe, in lig. 4, in the position shown, 
do not take it out of the water, work the plunger up and 
down, you simply draw water up into the syringe and : 
, ~yiibs ' Fig. 7. Fig. 8. 
squirt it down into the basin again. 
In Fig. 5, try the same thing there. You draw water = , 
ee 5 oe The quicker you work this plunger the more water you 
up into the syringe, but cannot squirt water down into : 7 
Pens, will throw out of the top of the syringe. Now you ar: 
the basin. The plunger stays up, you cannot get it down. ; _—- 
: pumping water. True you are not pumping it very hich, 
In order to get that plunger down, vou must have a hole : at : 
but you are pumping it just the sam \nd you are 


doing it with a suction pump, or what is known as a htt 
pump, and the principle here is exactly the same as e: 
ists in any pump of the suction variety 

Now we come to the suction pump itselt hig. XS Is a 
vertical section through a suction pump. I[t 1s known as 
a pitcher spout pump. It is used only to lift water, and 


can not be used to force water avBove the level of the 


pulp, because the top of the pump 8 Open to the atmo 
sphere. The suction pipe A POCS down the well, and 1s 
usually provided with a= Strainer, but sometimes a_ flap 
valve is also in the strainer, as shown in Fig. 2 The 


pipe in ig. 2 really connects to the pipe A in lig. & 





To start this pump vou first pour water down through 
the open top, filling the chamber trom the flap-valve B 
to the spout C with water. This is called “priming the 


pump.” At this stage the pipe A is full of air. Now 














work the pump handle and raise and lower the plunger D, 








which is equivalent to the plunger shown in Fig. 7, and 

Fig. 5. Fig. 6. works in the same way. !t pulls air out of the suction 

pipe A. On the up-stroke of the plunger, the flap-valve 

through it somewhere. Look at Fig. 6, and imagine wi B opens and the plunger valve E is closed. On the down 

have two holes in the plunger, as shown, with flap-valves stroke the flap-valve B is closed and the plunger E | 

over them. These flaps are hinged at one side and by open. The illustration, Fig. 8, shows the plunger on th 
their own weight fall over the holes in the plunger. Pull down-stroke. At this stage no water is being lifted 

up this plunger, and these valves close. Push the plunger Fig. 9, however, shows the same pump on the up-stroke 
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The plunger valve E is closed, and the flap-valve B 1s 
open. Thus air, or water, or whatever may be in the suc- 
tion pipe, is forced up into the chamber underneath the 
plunger, and whatever is above the plunger is lifted in 
the pump body above the outlet of the nozzle C, and 
therefore flows from the pump by gravity. 

A new pump usually has to be primed before it will 
work. All the air must be pumped out of the suction 











Fig. 9. 


line. but water should come in a few seconds, in a solid 
stream at the pump, providing everything is all right. 
Then it will be found that a quick application of the pump 
handle will cause a reasonably uniform stream of water 
to flow from the spout. 

[f-anvthing 1s wrong, the water may not come out a! 


all, or it may come in spasmodic jerks, and just a little 


mav come trom the spout But there are so many littl 
ia \ an\ 

ae 

4a — 
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Fig. 10. 


things which may cause this inefficiency, that we cannot 
consider them here. Only one thing more we will con 
sider in that line, and it is one that relates primarily to 
the subject before us, namely, atmospheric pressure in 
pushing up the water. 

Refer to Fig. 10. Here we have a pitcher spout A ata 
kitchen sink. The suction pipe B is, say 1'4-inch gal- 


vanized iron. It drops plumb down through the floor 
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into the cellar, runs along underground, then drops down 
a well, and terminates under the water, in a manner sim- 
ilar to Fig. 2, being provided with a check-valve, known 
as a foot valve, at the strainer. 

The pump at A has a plunger valve and a flap-valve in 
its construction, the same as in figures 8 and 9, so that 
when this pump is worked, it should lift water trom the 
well provided the height of the plunger is not more than 
“8 feet above the level of the water in the well, as shown 
by the dimension marks. I say 28 feet. This is con- 
‘workine” height, 1f the 


sidered the maximum suitable 
pump is located near sea level. In reality the pressure of 
the atmosphere is great enough to lift the water about 34 


—_— 


feet, if the well is located down at sea level, or about 3 
feet if it is located on a mountain about a mile high. 

Should the distance in Fig. 10 be 38 feet instead of 28 
feet, this pump certainly could not possibly under any 
construction, or by any means, lift water from the well so 
long as its plunger is located up at the pump. In such a 
case it would be necessary to have the plunger located 
down within the 28 feet limit, in order to satisfactorily lift 
water from the well. But that leads us into another kind 
of pump known as the lift and force pump. We cannot 
do justice to it here, and will have to leave it to a later 
date. In the meantime we feel that we have made the 
subject of suction pumps quite clear as far as atmospheric 
pressure, and its effect on the lifting of the water, are 
concerned. 

Liability of Partner. 

A partner is not chargeable individually for losses attribut- 
able to mere errors of judgment, as distinguished from care- 
lessness or bad faith. He is hable for such as result from 
any breach of his duty under the partnership articles, or 
which are not within the scope of the partnership business, 
and which result from a willful desregard of duty on his 
part. 


The relation ot partners with each other is one of trust 


and confidence. Each is general agent of the firm. and is 
hound to act in entire good taith to the other. The func- 
tions, rights, and duties of partners in a great measure com- 


prehend those both of trustees and agents: and the general 


rules of law applicable to such characters are applicable to 
them. Neither partner can, in the business and affairs of 
the tirm, clandestinely stipulate tor a private advantage to 
himself, 

Lor example, fair dealing between partners exacted the ex- 
clusion by one partner of all arrangements which were to 
impair the capital or profits of the firm. He might not sink 
the interests of the firm into those of himself alone or of a 
corporation in which he was interested. Whatever he may 
have obtained out of the partnership in disregard of his ob- 
ligation to the firm, equity will lay hold of and restore as far 
as may be to the partnership. Neither by open traud nor 
concealed deception, nor by any contrivance masking his 
actual relations to the firm, can he be permitted to hold to 
his own use or in the use of a company in which he was 1n- 
terested acquisitions made in disregard of his relation as 
partner.—Supreme Court of lowa in Watt, et al., vs. German 
Savings Bank, et al., 165 Northwestern Reporter, 897, 

King City, Cal—W. M. Tompkins has sold out his plumb- 
ing business to M. A. Long. 

Indianapolis, Ind.—The Vestal Plumbing Co., of this city, 
has been diss: Ived. 

Nampa, Idaho.—The Nampa Heating & Plumbing Co. has 
heen awarded the contract for the installation of plumbing 
and heating systems in the new Parma State Bank Building 


at Parma. Idaho. 

















LEGAL QUESTIONNAIRE 


When a Man Makes a Verbal Contract, Which is 
Not to Be Finished Within One Year of the Date 
it 1s Made, Can He Then Be Sued Successfully? 


By “The Judge”’ 


VERBAL CONTRACT NOT TO BE PERFORMED 
WITHIN ONE YEAR FROM DATE IT IS MADE, 
CANNOT BE SUED UPON SUCCESSFULLY. 


Editor “Domestic Engineering” :—In reading second case 
outlined in the May 4th issue of “Domestic Engineering” in 
the Legal Questionnaire Column, it struck me that the con- 
tract, being a verbal one and it being agreed that the time 
was to run for one year from the date of employment, it 
would be implied that the verbal agreement was made prior 
to the date of employment. 

The Statute of Frauds in most states provides that all 
pertormed 


agreements, which by their terms are not to be 


within one year, must be in writing. The employer, in the 
case mentioned above, might have a good defense under the 
Statute of Frauds. 

I am not much of a lawyer, just curious, and, 1f you care 


to, you might satisfy my curiosity. E. H. A. 





Answer:—The point raised in the above query 1s very 


h, referred 
work 
the employer at a date after the actual date of hiring, but | 
of the that that 


placed upon the question 


well taken, if the question in the issue of May 4t 


to, is construed to mean that the salesman went to for 


am opinion construction should not be 


almost e question 


rm. A., 


states the 


As you can readily see, FE. 


ver\ 


situation in gen- 


that comes to “The Judge’ 
IL. B. M. did 
[f “The Judge” should enter into discussion of t 
tr 


very 


eral terms, as in the question which you refer 


to. he many, 


‘4 


many points, which might be inferred from a general ques- 


tion which involves a legal subject, it would require years 


all that might be 
the 


of “Domestic Engineering” issues ot print 


written. Of necessity he must confine himself to mat- 


ters, which the question appears to raise. 
It 


word “hired” as distinguished 


seemed to me that the fact that the questioner used the 


from “entered ‘nto an agree- 


ment” and that he said “one year from the date he came 
to us,” instead of “one vear from the date he was to come 
to us.” that his employment began upon the date he was 


“hired.” However, construction might be upheld by 


your 


the actual facts in the case, and as it is a situation, which 


rhaps happening frequently 


might arise and is one which ¢s pe 
among the trade, I shall discuss it briefly. 
The Statute of Frauds in vour state reads: “No action 


shall be in either of the following cases, upon 


vy agreement unless such agreement or some note or memo- 


maintained, 


an 
- ’ | . t] > , 9 ar 7 nd or h . . sideratt P < in an rtino 

indum thereof, expressing the consideration, 1 wreting, 
charged therewith: 


i? 
Vé 


subscribed by the party to be 
*Every Effort is made to the End that these Answers may he 
However, we cannot assume any Responsibility 
Nature of the which 
Interview.—Editor. 


iuthoritative 
of the very 
personal 


recause Service, is rendered 


vithout a 
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“1. Every agreement that by its terms is not to be pet 
formed within one year from the making thereof: ete.’ 

Under that statute, which is similar in meaning in mos 
of the vartous state statutes dealing with the subject. if an 
employer hires a man, verbally, on the first of December 
1917, for a period which is to begin on January 1, 1918. and 
run for a year trom that latter date, neither party can re 


. tT that , af : , ; 
cover on that verbal contract as it will of course run { 


more than a year from the date of the making thereof 


If 1s to be noted that the law ot vour state holds that a 
party may recover on a verbal contract of hire hich by its 
terms can be performed within a vear, possibly, althoug! 
the parties did not contemplate that it would be when they 
made the contract The statute does not apply either. to ; 
contract which has been fully performed hy one of the 
parties at the time, or which may be performed by one of 
them within a vear. The possibility and not the probabilit: 
of performance its the test 

With reference to part performance of a contract. which 
cannot be sued upon as such under the statute ’ law 
state: ‘While no action can he matntained on a oral 
agreement for services not to be performed within one veat 
such agreement controls the rights and = remedte ot the 
parties with respect to what has been done, and hie 
value of the services rendered under it, when the person re 
dering such services 1s discharged after part performanes 
without fault on his part, or ts unable to fully perform « 
account of sickness: and an action will le in such cases fo 
the value of such. service as fixed by the contract ut 
where ad person, who has parti perfrormes inde such i 
contract, refuses without legal excuse to fully perform and 
the other Party 1s willing to oO vith the contract. ana | C) 
at fault, no recovery can be had for such part performance 

There are also several classes of Gas vhich appeat 
their face to he to a pet «| ot more tft iy ved 
are not held to be within the meaning of the statute he ' 
they may possibly be performed within a yea 

Perhaps my best answer to your que f 
case of Mackey vs. Potter, d ded a OT tate 
founded upon a claim to ent due on a leas ' 
the court Savil ' 

“The court elov finds that on or about \ori] 7 ele 
the plaintiff leased to t aderendant CMmlis¢ 
term of one year from April S84: the lea 
been, as appears from the evidence, by ] tf hall Vie 
finding does not bring the case witl the 
of the statute so as to present the | Ct 1 
the defendant. that the leasing 1s void as an a: ment ‘that 


by its terms, is not to be performed within one year from 


the mak 


; , sa a4 
King thereotl In this case it does not appear 

. | 4 . 1 

that it was made more than one vear betore the end 
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term. ihe evidence was indefinite as to the time when the 
assent ot both parties Was piven to the avreement, but it 
justified the tinding.” So you see, in a case of doubt, the 


Supreme Court of your state has held that the contract was 
not affected by the statute of frauds, where it was possible 
that it might be performed within the year. 

| wish to add that satisfying the curiosity of readers of 
“Domestic Engineering” is one of the aims of this Legal 
Questionnaire column, and that if what appears in the column 


suyvests a possible situati 1} shall he pleased to discuss if 


UNIFORM PRICES OF PLUMBING FIXTURES. 


A Suggestion. By W. W. Hughes. 


For many years, one ot the bugaboos of the plumbing 
business has been the variation in prices, particularly of 
Master plumbers have never been very strong 
for pricing in plain figures. Customers might ask for 
prices of sinks on one day and get certain prices and the 
next day they might get different prices trom the same 
man or they might come in the same day and get differ 
ent prices from one of the other members of the firm, 
the book keeper, the rOoOremMan O}T the otlice boy 

\ fixture might be $25 in one establishment and $30 
the next one. In fact, it is not at all unlikely that 
prospective customers would get different prices in every 
store they might visit. 

The situation in the whoiesale house showrooms has 
been just as bad. They have usually quoted approximate 
prices but in some cases the master plumber would bring 
his client to the showroom and in a purposely loud voice 
instruct the salesman to quote this customer the best net 


prices, having previously phoned the salesman to add 


20 or 30 or 40 per cent for the plumber. 

We know of cases, where one plumber would instruct 
the wholesale house to add 30 per cent to a certain bill 
of fixtures, only to find that some other plumber had 
already had the wholesale house quote this same cus 
tomer on a 10 per cent basis 

All of which has led to untold contusion and has really 
led people to think that we are not very good business 
men 

But, there 1s a ray of sunshine on the horizon. In a 
recent issue of “The Saturday Evening Post” we tind that 
one manufacturer has taken a half page, om which to call 
attention to their line of white enameled kitchen sinks, 
and in addition to the pictures of the sinks, they quote 
prices but these prices do not include freight or cost of 
mstalling. 

My thought 1s this, let every master plumber and whole- 
sale house secure copies ot advertisements or price sheets 
of this character and place them on file in the oftice and 
show room, either in the price guide which is used, the 
general catalog, or in a small trame so that it can be 
placed in a convenient place tor reference. 

lf we all quote similar prices on standard articles, peo 


ple will get away trom the old idea ot shopping all around 


town to get the lowest price. “Chey will say to them- 
selves and to their neighbors too, we hope: “Plumbing 
fixture prices are the same wherever you go. There is 


no use wasting time getting prices from a halt dozen or 
more concerns. Select the piumber that you really prefer 
to do your work and tell him to go ahead.” 

The prices quoted in this particular advertisement are, 
in my opinion, right from a contracting plumber’s stand- 
point. The profit added for the plumber is reasonable and 
we should all avail ourselves of this opportunity and get 
on the one-price band wagon. (nele Sam put the farmers 
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wheat on that basis. and it seems to be making most ot 
them happy. 
In times gone by, the argument has been advanced 


that resale prices fixed by the manufacturer might be of 


assistance to the plumbing trade, but a very recent de 
cision ot the lederal Trade Commission makes tits an 
impossibility. However, there Call be no objection to a 
suggested price, particularly when the manufacturer is 
not trying to penalize retailers for not adhering to the 
suggested prices 

The Federal Trade Commission rules as_ follows 
“When the possession of an article has passed from the 
maker to the purchaser, he owns it, and the owner ot 
such article may sell it at any price he chooses, provided 
he does not himself sell it at such price as to be below 
cost and thus thereby enter into unfair competition with 
other retailers selling the same article.” 

This is a double-jointed opportunity. Here is a chance 
to secure uniform prices on staple articles, and the last 
part of the paragraph above plainly indicates that price 
cutters may have something to explain to the Federal 
Trade Commission, should they continue to cut prices, 
providing the matter is properly brought to the at 
tention of the Commission, 

Opportunity is knocking. How about the latch strine? 





June 3, 4 and 5, 1918—The annual convention of the Na- 
tional Association of Master Steam and Hot Water Fitters, 
at Chicago, with headquarters at Hotel Sherman. 

June 4, 5 and 6, 1918.—The thirty-sixth. annual conven- 
tion of the National Association of Master Plumbers, at 
St. Louis, Mo., with headquarters at the Planters’ Hotel. 
Convention sessions in Exhibit Building. 

June 12, 1918—The summer meeting of the Eastern 
Supply Association, at the Hotel Astor, New York City. 

June 17 and 18, 1918.—The thirtieth annual convention 
of the American Boiler Manufacturers’ Association, at 
Philadelphia, with headquarters at the Bellevue-Stratford 
Hotel. 

June 19 and 20, 1918.—The eighth annual convention of 
the North Carolina Association of Master Plumbers, at 
Charlotte, N. C. 

Tune 20, 1918.—Summer meeting of the Central Supply 
Association, in Chicago, with headquarters at the Con 
gress Hotel. 

June 21, 1918.—Meeting of the Trade Extension Com- 
mittee, in Chicago. 

June 25 and 26, 1918—The summer meeting of the 
American Society of Heating and Ventilating Engineers. 
at Buffalo, N. Y. 

July 1, 2 and 3, 1918.—The annual convention of the 
California State Association of Master Plumbers, at Pa 
cific Grove, Cal.—Sessions in Civic Club House. 

July 8 and 9, 1918.—The annual meeting of the Execu 
tive Committee and the Chairmen of the Standing Com- 
mittees of the National District Heating Association at 
the Breakers Hotel, Cedar Point, Ohio. 

September 3, 4 and 5, 1918.—The annual meeting of the 
American Society of Sanitary Engineering, at Chicago 
with headquarters at the Congress Hotel. 

October 14 to 17, 1918.—The annual convention of the 
American Public Health Association, at Chicago. 
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MORE INFORMATION ABOUT HOT WATER 
CIRCULATION. 


pass through front, and results would as stated above 


l‘urthermore I[ cannot see how a front will heat boiler 
by having such a long way to travel, unless you have a 
special one larger than the ordinary. 

| am not criticising the layout, but | am looking for 
information as a master plumber. 

Somerville, Mass. i. FF. & 

Correspondent has some basis for criticising the layout 
shown, and it is possible that, if a long continued draw 
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kditor “Domestic Engineering [ln the March 16th 
issue of your valuable paper, I find on pave 408, Fig. 58, 
a hot water circulation job. 

[ do not see, by the arrangement shown, any way 
of getting ideal hot water. Irom my standpoint you 
have got to depend on water front to heat water, as it 
passes through same. The result would be that the water 
would not be heated to the desired temperature. 

The water when drawn is, as | suppose by cut, to be 
taken from top of boiler instead of water front. | can- 
not see why it would work that way. The water after 
being drawn at fixtures must be replaced by cold water 
in bottom of boiler, and the cold water will certainly 
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element to Operaic avainst even a fair proportion of iter 
coming from the bottom of the tank. 

In the second place, with the factor just mentioned 
entirely neglected, before this water could reach any tix 


} 


ture branch it would have to come up and displace all the 
heated water in the water back, as well as all the hot 
water in the line between the water back and the Kture 
branch. This in itself, by cooling the water in the ver- 
tical riser above the water back, would exert more coun 
ter-influence to any tendency of the water to tlhow in this 
direction, except as it becomes heated in the water back 
As a general thing a shower bath is considered as the 
heaviest consumer ot hot water, and one authority savs 
that the rate of flow from a shower head 1s 4 to 5 gal 
lons per minute, of which about '4 consists of hot water. 
Then a shower would require 114 to 144 gallons of hot 
water per minute maximum Assuming the hot water 
supplv is) partially obtained trom the water back, as 
claimed by the correspondent, then about to 114 1'0 
124 or %3 to of a gallon per minute is drawn trom the 
water back pipe \ctually, owing to the tendency to re 
sist this flow, which has just been explained as existing 
both in the tank and vertical pipe, whenever such a con 
dition tends to form, the flow will be less than one-lalt 
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Fig. 1 
as made on the branches, some of the water from the but let us consider this trom a generou “ndpomt and 
ottom of the boiler would be drawn off into the fixture. allow the full 50 per cent. 
The water, however, would not, necessarilyv—nor even With a 285 or 30-gallon tank of ordinary size, thr te 
probably—all come from the bottom of the tank. On back at 24% square inches per gallon would have a heat 
thie contrary, owing to the colder water (in the lower por- surtace of 62 to 75 Square Ine hes. which 1s about hal i 
tion of the tank) beine heavier than the hot water above square foot. At 12,000 B. u. efficiency per sq. ft. per hr. 
t, the tendency would be for this cooler water to remain the’ half square foot would transmit 12,009/2) or 6,000 
this lower part of the system. Therefore, there is one st. u. per hr. This 6,000/60—-100 B. t. ue. per minut 
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For a maximum flow through the water back of % to % 
gallons per minute, this is 44x84 or 5% lb. of water to 
"6x8 or 7 lb. of water per minute. This 5% to 7 Ib. of 
water in passing through the water back would pick up 
100 B.t. u., which would raise its temperature from 100/5.5 
Is degrees to 100/7—14 degrees which is not a great 
leal. With 50-degree water in the bottom of the tank 
it would rise to about 60 degrees. Then, if the water 
in the top of the tank were, say, 150 degrees, equal mix- 
tures of water at the two temperatures will result in water 
going to the tixture at (1504-66)+2—108 degrees. If the 
water coming from the top of the tank is 200 degrees, then 
the water to the fixture will be (200+66)+2—133 degrees, 
and so on. 

Theretore, iti—under the worst conditions possible to 
assume, without allowance for the resistance of the colder 
water to such action and without adding anything for 
the increased efticiency such a condition would produce in 
the water back—it is still theoretically possible to deliver 
at the outlet water, varying from 108 to 133 degrees, and 
it 1s quite conservative to say that in all probability, under 
actual conditions, no serious trouble would be experienced 
with this arrangement. It might, however, be considered 
an improvement by some to run the fixture branches from 
the upper line, as shown in Fig. 1 herewith, and this would 
tend to draw from the tank in preference to the water 
back due to the shorter run. 

(correspondent must not infer, however, that the writer 
advocates this method of series circulation in preference 


to any other. It is particularly noted in the description 


that a “diagrammatic illustration of two methods of pip- 
ing is shown in Figs. 56-A and 56-B” * * * “Yet 
even with the tank on the same level a series system may 
sometimes be worked out.” In other words, this is about 
the best that can be done under the conditions and—like 
heating a tank on the floor below—while not ideal will 
vive reasonably good service, 1 the work is carefully 
done. It was by no means intended to assert that this 
Was any more than the best series arrangement possible 
to devise under the circumstances. 

In regard to the water back heating the tank there is, 
or course, some additional radiation loss, when circulation 
is used, and this varies in each case with the length and 
size oi line. In ordinary domestic systems it 1s not usually 


of sutticient amount to make very much difference. 


A Proficient Instructor. 

\VWhen father came home to dinner he observed a vacant 
chair at the table. “Where's the hoy 7’ he asked, nod- 
ding to the charr. 

“Harry 1s up-stairs,” came in a tone of paintul pre 
cision from the mother. 

“IT hope he is not sick.” 

There was an anxious pause. “No, he is not sick,” con- 
tinued the mother. “It grieves me to say, Richard, that 
our son, your son, has been heard swearing on the street. 
| heard him myself.” 

“Swearing!” exclaimed the father. “I'll teach him to 
swear!” And with that the angry parent started up-stairs 
in the dark. Halt-way up he stumbled and came down 
with his chin on the top step. 

When the confusion had subsided Harry’s mother was 
heard saying from the hallway: “That will do, Richard, 
dear. You have given him enough for one _ lesson.”— 


Harper's Magazine. 





The contract for the installation of the plumbing and 
heating in the new $30,000 bank, store and office build- 
ing at Akron, Ind., has been awarded to Zimmerman & 


Raver. of Akron. 
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(With Apologies to K. C. B.) 


Last Thursday I helped make 


An Auto canvass thru 25 Townships 


a » om 
To raise Money for the War Chest. 
. > . 


We called on farmers exclusively. 
Sd - > 


At one farm we would tind 


* . + 
A nice large home 
s s * 
With a water supply system 
. . s 
And a heating system 
> o s 
And a modern garage 
. > s 


And a well-equipped barn 
* . * 

With running water, etc. 
7 . s 

Along side of this farm. 
* * +“ 

We would probably find 
* cd 

A farmer and his family 
. * . 


Living in a poor ramshackle 


> . ° 

House—without any sign of paint— 
* > * 

And without carpets, or wall paper, 
7 . ” 


Or curtains, or any conveniences. 
. . 

YET, from the neighbors 
* * > 

We discovered that this second family 
. oe . 


Was well-to-do, financially. 


* > * 
What’s the trouble? 
al > > 
It’s simply a lack of I-ducation. 


In our small county 


> + 7 
There are without doubt 
—_ a s 
Five hundred farmers that 
s. > 2 
Could easily afford to put in 
. . ” 
A water supply system, bathroom, 
> . 7 


Heating system and the like. 


> al 


_ 
A lot of them would do it. too, 


+ > * 
If you plumbing and heating contractors 
. > * 
Would keep after them. 
> . > 
Farmers HAVE money and 
* . . 
They CAN AFFORD to buy whatever they want. 


It’s up to you to MAKE ’EM 


WANT SANITARY EQUIPMENT. 


> . * 
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The DAY BOOK of the BON TON Dr 
UX PLUMBING & HEATING Co. 


Hank Olson and Jerry Dolan Formed a Partnership and 
O pened a Plumbing and Heating Business January 1,1918 
—Dolan Has Decided to Keep a Day Book, in Which 
He Records the Interesting Happenings of the Day 


(fontinued from Page 


May 15, 1918. 

This is receiving day for the supply house cashiers. 
Me and Hank will be there early with what we got to 
pay. There’s one bill that we don’t pay today, though. 
We figured a job and got prices on the fixtures from the 
supply house, and they go to work and make out a lump 
sum price on the fixtures’ We got the job and gave them 
the order, and this stuff was all special and had to come 
from out of town somewhere, and it must have been 
instead of Minneapolis, 


here until the last day 


shipped to Minneapolis, Kansas, 
Minnesota, because it don’t get 
short part of it, and so 
all that did 
in the meantime the supply house sent us a bill for the 


of the month, and then they are 
we humped along and installed come, and 
stuff, that had been delivered, and of course it is due to- 
day but we didn’t get the stuff until the last day of last 
month, and we couldn’t get it in and get in our bill until 
the job is complete, and the job won't be complete until 
that the 
got to wait, and the supply house will have to do like- 


they get other stuff here, and Owner Says we 
wise. 
May 16, 1918. 

Just because it rained the other morning, the laborers 
went home, and it looks like they stopped into the “First” 
and “Last Chance,” because they forgot to go back at 
night and light the lanterns, and a fellow, that had an 
old Lizzie that he couldn’t sell to any one else, figured 
that he better sell it to the insurance company or some 
plumber, and so he run the old pin wheel into our sewer 
ditch, and now he claims he busted a regular first class 
Lizzie all to pieces not to mention some damage to his 
better half, who was with him, and he wants Ten Thou- 
sand Dollars and Fifty Cents. I guess the Fifty Cents 
is to fix the Lizzie and the rest to repair his wife and 
her nerves. His nerves don’t need any fixing. 

May 17, 1918. 

Hank and a couple of the fellows are working on that 
45-flat building. We been waiting for some of the stuff 
but it looks like these manufacturers and 


jobbers have been down to Kelly Field taking aviation 


to go down, 


lessons. 
May 18, 1918. 


Potatoes. 
May 19, 1918. 
Farming isn’t the snap they say it is. 


May 20, 1918. 
We've got most of the crew working on that 4-flat job 


More potatoes. 


now, because they are trying to rush it thru, and there 
was quite a little job work came in this morning, and so 
[ hired a plumber that dropped into the shop. He is an 


eae oat 
ava 


‘ 
e 


} 


. 
, 


in the 


33 


Mav 25th Issue 


the business and 


for 


old hand at he has done plumbing 
Kast 


all of the repair work in the Tiffany residence, so he must 


SAVS 


in the twenty-five years, and that he used to do 


he good. 


May 21, 1918. 


got to look for another plumber and maybe a 


Now we 


new Tin Lizzie. This Tiffany plumber says he could run 
a buzz wagon, and there was a job out quite a ways where 
we had to put in a new thirty-gallon hot water tank, 
and so he loaded it into the Lizzie and hiked it out there, 
tanks all all 
was just going to leave when he noticed there was a case 
of the stuff that there in 
the basement, and so he opened a bottle and it was pretty 


vood, and then he tried another, and it might have been 


and he chanved the right and got thru and 


made Milwaukee famous right 


all right if he quit and called it a day then, but he licked 
up a couple more, and then the customer came home and 
made him beat it, and he went out and wound up the 
Lizzie and made a good start and got about half way back 


1 


to the shop, when he saw a milk wagon that he didn't like, 
and so he busted into the back end of it and spilled milk 
and cream epgs all that the and 
managed to get away before they caught him, and when 


and over part of city 


he got down here near the store he tried the same thing 


with one of those big five-ton trucks that happened to be 


full of crushed rock. Well, this dub was just soused enough 
1.1 


so that it didn’t hurt him any, but the thivver looked like 
the remains of Portland’s Rose Festival of 1908. The 
truck stood the attack without apparent injury 
May 22, 1918. 
The milk wagon driver came around this morning and 


wanted pay for his wagon and the milk and the cream 
and the eggs, and so I called up the Liability Insurance 
Company, and they sent a man over, and he asked a few 
questions of me and the milk man and then he says that 
it’s up to the Bon Ton to pay the freight, because there 
was no personal injuries, and the policy does not cover 
Ain’t that a hot cup of tea. Here we 


thinking we 


property damage. 
been paying insurance and was insured 
against everything, and as soon as something happens we 
find we are up against it. I asked him about the other 
case. where the fellow drove his Ford into the sewer dit h, 
and he says that they will defend that because the personal 
Well, me and Hank learns a 


little more every day, but 1t sure costs money. 


(To he 


damages are the big item. 


(‘ontinued. ) 


Victor Knauth, of Vincennes, Ind., will install the 


plumbing in a garage and service building, to be built at 


a cost of $18,000, at Palestine, III. 








Lhe CONTRACTOR WHO WENT OVER 
the TOP in SELLING RURAL 
WATER SUPPLY SYSTEMS 


Concerning the Plumber Who Made the Most of War- 


Time Opportunities. 


He Landed Contracts 


in the 


Rural Districts and Then Landed in Dun’s Peerage 


By Wallace H. Bancrott 


old 


done?” 


Toe laiske. his 


“What's 


educational 


ARRY ts said 
( OMipetito! 


Mills, 
kiske 


66 some bird.” 


neighbor he 


ot 


and 
CONI)- 
the 


the 
and walked down the 
the Master 
“Why, that bird has gone clean over the top in 
laiske. 

started his advertising offensive, he’s combed 
to 


, 
asked chairman 


miittee, as he street atter 


meeting ot local Association of Plumbers. 


selling 


rural water supply systems.” replied 


“Since he 


up enough dough make a real payment on a torty 


farm, with white faced cows strolling around a barn, 
tle 


ainateur 


ACTC 
to drive out 
His 


straw 


painted red with white trimmings. used 


there every week and play farmer. wite 


would vo along with him. and. wearing a big bon- 


net she would ry to rake the meadow sweet with hay 


just like Maud Muller on a summer day. 


‘Well, he’s got the place rented now to a Swede trom 
Minnesota.’ 

“So Harry really belongs, does he?” mused Mills. 

He sure does,” said Fiske. “He’s rated over $15,009 
in Dun’s. He certainly is a changed man. He's as chip- 
er as an unspanked boy. He sits there in his crtice 
whisthng ‘Over There,’ and other popular tunes, as he 


ieure contracts or directs the details ot his water supply 
campaign among the tarmers.” 
“Ha! Mills 
“What are you laughing at?” 
‘Why, I 


Harry 


' he 


ha! ha laughed 


asked Fiske. 
Mills, 


for a 


the time 


to 


thinking.” said “about 


tO 


Was 


me looking chance learn 


Hie 


farm 


when came 


the was lust a vood-natured ‘rough 


\s 


to 


plumbing trade. 
off the green as a head 
had the he 
hoeing spuds all day for Pa and not getting 
Lo 


neck’ from cabbage 
le told 


vot tired of 
tor tt. 


me he decided quit farm because 


shirt 


** 


any pay 
his back. 
“Yes, but 
“Yes, by 
eh?” 


“He's heen 


lle came to town with hardly a 
wild 


the 
now!” declared 


woolly days 
Fiske 


Isn’t he a prize package, 


Those were and 
look al im 
look 


Gosh at him. 


Mills. 


through 


avreed 
he 


around 


some 


No, 


sure 1s 


that 


the mull, and 


there’s eetting fact. 
life! 


I recall the time when Harry would fe 


plumber, and no 
het 
“You 
vou soil pipe, when you asked him to bring you a piece 
of nickel-plated flush pipe. Oh, 
apprentice.” 
“Yes,” said Fiske, 
he’d fetch vou putty.” 
How Harry Landed the Farmers. 


veniality 


you your 


know. ten 


he sure was some 


“and when vou'd ask ‘im for oakum, 


\ serene countenance and of deportment 


H34 


’ 
ede 


manifested themselves in the demeanor of Harry Bradley, 
of the Bradley Plumbing & Heating Corporation, spe- 
cializing in the installation of rural plumbing and water 
supply systems. He was making good. He was going 
right over the top. 

Just the broke that 


he must take the initiative and make preparations for the 


before war out, Bradley realized 
coming storm in the realm of industry. 

He had been a regular dub—an arch dub—at 
but not estimate. 
rifle—like a 


to 


estimat- 
lie used 
fifth rate 
the point, 


He could “gwuess-timate,” 
like some 


He 


feel 


me 
to 
tliarksman. used 
where he'd that 
what, Sherman said, war was. 

bradley took to reading the trade papers a good deal, 


men handle a 
to 


his 


igure 
get discouraged 


business was on a level with 


until he finally rubbed his eyes and got a hunch that he 
had 
great 
Alone the Line of Satety First. 


heen asleep. He gradually grew conscious of that 


fundamental fact in contracting: Alwavs Figure 


Otherwise vou might as 


well chuck the estimate sheet out of the window—tor it’s 
only a scrap of paper, that’s all. 

When the tinal collision came between Uncle Sam 
“und der grosse Wilhelm,” Bradley had his eye trained 
on the coming prosperity of the American farmer. He 
saw that food would go far toward winning the war. He 
saw that the American farmers as a class would prac- 


tically be rolling in good old Yankee dollars. He saw also 


that the prosperous agricultural citizens needed modern 
plumbing and water supply systems. 
Bradley lived in a western town, which was surrounded 


by a rich grain belt. For some years he had been content 


to be a lightweight plumber, doing odd repair jobs, 
here and there about town 
lle realized finally that he would have to change his 


business tactics, or circumstances would change him into 


a complete bankrupt. 


He decided that he would take on more weight in 
business. He feared that, unless he did so, he would 


dwindle down to such a skinny business proposition that 
would just naturaliy fall apart. 


Harry figured it out—that the way to become more ot 


he 


the plumbing business was to concen- 
In the 


a heavyweight in 
trate his attention and energy upon the farmers. 
farmer lay his salvation. 

He mapped out an intensive advertising campaign 1n 
which he would boost water supply and heating systems 


for the rural home. 
He personally drove around to the highways and by 











we 
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ways and covered the country with posters, advertising Harry succeeded in converting this farmer into a 
rural water supply systems as the health and comfort customer. He showed him that he would be. giving 
boon tor the farm premises. The posters loomed up orders for crepe, satin linings and silver handles, if he 
every Where—even upon the barns and outhouses. ‘There didn't dig down in his jeans and alter the unsanitary con 
was one or two tarmres who called Bradley up and de- ditions around the farm house He told the tarmer 
manded to know what he meant by putting advertisements that he and his family had been flirting with death every 
on their property. Harry replied with a jolly tale to time they drank out of the old oaken bucket. He ex 
the effect that the boy, he hired to put the posters on plained that the old oaken bucket may be simply great 
fences, had been stupid enough to put them on their in poetry, but a sad mistake in the prose of actual life. 
barns. Bradley said he was annoyed to think that city Bradley’s posters were on the fences all over the coun- 
boys were so unreliable and that they couldn’t tell the trvside, far and near, catching the eve of many a farmer 
difference between a barn and a fence. One of his posters read: “Smash the Typhoid by Install- 

“We let the theatrical folks stick ’em up,” said the ing a Sanitary Water Supply System.” He received 
complainant, “but then they always give us tickets to the inquiries by mail and by phone, which in many instances 
show.” resulted in business. 
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“‘He personally drove around on the highways and byways and covered the country with posters advertising Rural Water Supply 


Systems. 

“Well, I'll give you something better than tickets to At the county fair, Bradley was very enterprising. He 
the show,” observed bradley. (He had the rural water staged an exhibit that was a world beater and which at 
supply literature in mind.) tracted lots of attention. He had a miniature model farm 

“lll be out your way tomorrow, and [I’m coming in house all equipped in apple pie order with a modern water 
to see you, if you don’t mind. By the way, how’s the supply system and which took care of the barn and pig 
fies out your way?” pen, etc. There was also a heating system and an ele 

“Well, Gorl-ding-it,” replied the farmer. “Il swan I tric lighting plant. Harry was on the job with the glad 
don’t know whar the insects all come trom. The gorl- hand. He was there early and late, shaking hands with 
darn, pesky things, they nigh killed us last summer. They the farmers, as they crowded around to have a peep at the 
were everywhere, and particularly ’round the kitchen and house. Hle loaded the farmers up with literature on the 
dining room.” subject and passed out the smokes—so that they went 

“Well sir,” said Bradley, “if you want fewer flies you away well pleased with their reception at the Bradley 
have to keep your premises cleaner and you can do that booth The local paper gave Harry quite a “puff” on 
best by having a modern water supply system. You the success of his display, and the editor incidently got 
could then quickly connect up a big hose and flush out him to take a quarter page advertisement once a week. 
your barn and give the premises a general wash when People in the rural section read and re-read the litera- 
ever you wished. Flies hate cleanliness, and without tur given them by Bradley. This literature which was 
dirt and rubbish they can’t exist in any large quantity. evidently too attractive to throw away, reposed among 
Plenty of running water, easily accessible, 1s a great the books and magazines in the tarmhouses. It was 
thing for the farmer. After you have had the system furnished gratis to Harry by one of the manufacturers of 
for a while, you'll wonder how you ever managed to plumbing and heating supplies. Every time the farmer, 

a (Continued on Page 855.) 
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ret alone without It. 








KENTUCKY MASTER PLUMBERS un 
NNUAL CONVENTION 


Sanitary Craftsmen of “Blue Grass State’ Gather 
Review Trade Progress 


at Danville, Ky., and 


HE fourteenth annual convention of the Kentucky 


State Association of Master Plumbers was held 
at Danville, Ky., on Monday and Tuesday, May 

20;:h and 2ist. 
President T. F. Clarke called the convention to order 


at 10:30 o'clock Monday morning. He thereupon intro- 
duced the Rev. H. G. Turner, a Methodist minister, who 
invoked the divine blessing upon the deliberations ot 
the convention 

Senator J. W. Harlan, of Danville, on behalf of the 
mayor, delivered the address of welcome, which was a 
rousing one. He said in part 

“I saw the other day a story about an Indian out in 
Oklahoma who had enlisted in the army, and he had 
come back on a furlough and was walking down Main 
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Delegates and Guests Attending the Fourteenth Annual Convention of the Kentucky Master 


Muskogee, when he was met by a man who had 


Street in 

known him in former years, and this man said to him: 
‘Ted, I see you are in the army.’ He says, ‘Yes.’ The 
man asks him how he likes it. Ted says, ‘No likum.’ 
Why?’ asks the man. Ted says, ‘Too much salute and 
not enough shoot.’ 


“Well, friends, on behalf of the Mayor of Danville and 
on behalf of the master plumbers of the city and of the 
good people of this community, I wish this mornfng to 
salute you and bid welcome. I don’t know the 
program so I can’t make any assurance about the shoot- 


to you 


ing. 
“In this hour, when the world torn 
strife, when the well-settled plans of mankind have been 


asunder 


is 


by 





into pieces, it is a happy thing for this great 


that 


smashed 
we still appreciate the necessity of 


No greater demoral- 


nation of ours 
carrying on the business at home. 
ization could happen to our nation and to our allies in 
this great struggle for freedom, than that the home 
people ceasing to carry on the work which is necessary 
are to obtain 


of 
to produce the material, with which we 
victory. While the boys are in the trenches doing their 
part, it 1s as much our patriotic duty at home to see 
that the hum of industry does not cease, to see that no 
materials are lacking for the use of our brave soldiers. 

“We must, as we remain by our firesides and our busi- 
ness places, realize that we have as great a part to play 
in the conflict carries the rifle. 


The world is beg nning to realize the spirit of co-opera- 


as does the man who 


— 


— 
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Piumbers’ Association. 


great benefits that the universe is 
the outcome of this great struggle 
will be co-ordination. We folks in 


assets of our state, we realize that 


ton. and one of the 
eomng to derive from 
my friends, I believe 
Kentucky realize the 
those assets will not be developed to their utmost, and 
not be obtained from them, 
except through co-operation. The spirit of brotherhood 
is pervading business. That spirit intolerance, that 
spirit of self-gain and competition, is being eliminated 
and in this 


that the greatest gain will 


of 


from all character of business in this nation 


State. 

The response to the Senator’s address was ably de- 
livered by Jacob Isaacs of Louisville. 

J. L. Robinson, representing the National Associatio1 
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of Master Plumbers, spoke on the features of interest 
at the coming convention to be held at St. Louis. Mo. 
and he urged all, who could, to come to this gathering. 

Supplementing the note of patriotism that rang like 
a trumpet call through Senator Harlan’s speech, another 
touch note was sounded when Bernard Clarke, son of 
the presiding officer, read, “Your Flag and My Flag.” 

While a smaller number of delegates were in attend- 
ance than usual, enthusiasm, vital topics and good talks 
made a record for this meeting. Some of the subjects 
discussed were as follows: “How to Conduct Business 
for Profit,” by Jacib Isaacs, of Louisville; “How to 
Buy Goods,” by George Schardein, of Louisville; “Over- 
head Expense,” by J. J. Fitzgerald, of Lexington, and 
“Co-operation,” by Mr. Ackerman, of Calhoun. 

J. J. Bosemer read an interesting paper on sanitary 
laws. He said in part: 

“We have city sanitary laws and inspectors of plumb- 
ing in all of the cities of any consequence in the United 
States. We have State sanitary laws governing plumb- 
ing in some few States, but I would suggest a national 
sanitary law governing not only cities, but every State 
in the Union, with inspectors appointed by the govern- 
ment in every district in every State in the Union, with 
a chief inspector at Washington and a board of ad- 
visers, one appointed from each State, to draft and make 
a universal law governing plumbing and_= sanitation 
throughout the United States. 

“Kentucky has a State law governing cities of the 
first class. Of course you know that the State is not 
very much protected, but thanks to our State officials 
they think much of the people of Louisville and are 
much concerned about our health—and our prosperity. 
At any rate, they don’t want us to get sick or poisoned 
by sewer gas. The laws that govern plumbing to-day 
was gotten up by whom? Not by health officers and 
civil engineers, but by the Master Plumbers.” 

Election of Officers. 

Under the head of new business, the following officers 
were elected for the ensuing year: President, Jacob 
Isaacs, Louisviile; vice-president, George Fulner, New- 
port; secretary-treasurer, W. H. Matlack, Louisville. 

Delegates to the National Convention at St. Louis: 
Jacob Isaacs and John Fleck. 

Lexington was chosen as the city for the 1919 con- 
vention of the state association, the date to be decided 
later by the officers. 

The delegates and their ladies were right royally en- 
tertained during their stay in Danville. T. KF. Clarke 
and EF. J. Durham, assisted by their wives, constituted 
a splendid entertainment committee. As hosts and host- 
esses they were par excellence. They succeeded in mak- 
ing all appreciate the pleasure of a sojourn in Danville 
and vicinity. One of the special features of the program 
of entertainment was a 75-mile motor trip through the 
heart of the Bluegrass and a stop at the quaint old vil- 
lage of Shakertown, where lunch was served in true 
Kentucky style. 

The place is situated about twelve miles by road from 
Danville, built on the bluffs of the Kentucky river. The 
village is now almost deserted. But three members of 
this once prosperous Shaker Colony remain at this time, 
and they are women. As the tourist passes slowly over 
the single street of this once important community, he 
wonders where the people are, who once lived at this 
beautiful spot. Likewise he will wonder from where 
they came and the origin of their strange name. The 
sect he will learn was founded by Ann Lee, who was 
born in England in 1736. The devotees of this peculiar 
religion were given their strange name, because they 
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were seized with violent tremblings and shaking when 
under the influence of strong religious emotion. 


ALABAMA MASTER PLUMBERS’ ANNUAL 
CONVENTION. 


Sanitary Craftsmen of “Cotton State” Hold 23rd Annual 
Conclave at Birmingham. Joseph W. Pate of 
That City Is Elected President. 


HE twenty-third annual convention of the Ala- 
bama Master Plumbers’ Association was held at 
Fraternal Hall, Birmingham, Ala., on Monday and 
Tuesday, May 20th and 21st. Over one hundred mem 
bers, representing the principal cities of the state, were 
in attendance at the convention. 
The opening session was held Monday morning. <Ad- 


dresses of welcome were delivered and the problems ot 
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Hamilton Hines, Chris Baiiey, Larry Leahy and William Wilby. 


the contractors discussed. At 2:30 o’clock in the atter 
noon, the convention met in executive session. he 
scarcity of building materials, the price situatton and 
veneral trade conditions were discussed from Various 
anvles. 

Under the head of new business the following. ott- 


cers were then elected: 


President, Joseph W. Pate, Birmingham; vice-presi 
dent, G. H. Cress, Anniston; secretary, W. ©. Merrill: 
treasurer, Chris Bailey, Montgomery. Delegates to Na- 


tional Convention: Joseph W. Pate and J. W. Wright. 
Alternate delegates: GG. W. Smart. and Chris Bailey. 

It was unanimously decided to hold the 1919 conven- 
tion of the association at Montgomery. 

On the day following the convention, members of the 
association were the guests of the local association. 
They were driven about the city in touring cars and they 
paid an interesting visit to Fairfield where they wit- 
nessed a Red Cross parade, in which 15,000 children par- 
ticipated. 

A feature of the convention was the banquet which 
was served in the evening at the Hillman Hotel at 
sirmingham. Following the disposal of the appetizing 
courses, speeches were delivered and good fellowship 
prevailed. Reference was made to the splendid spirit 
of co-operation which exists between the master plumb- 
ers of the state, and the hope was expressed that it 
would always continue and particularly during the period 
of the war. It was pointed out by the speakers that 
co-operation will win the war and that the nation looks 
to the men of the building trades to assist in the con- 
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structive work of ridding the world of autocracy and 


~~ 


the onward march ot Democracy 


L\monv those who addressed the members at the ban- 


paving the way to 
quet were the tollowing: Chris Batley, Thomas Peese, 
J. W. Martin, W. F. Kelly, 
| B. Wilhams, W. ©. Merrill, O. \ 
Lindberg, G. H!,. Cress, A. J. Masser, ¢ Bb. Berry, L 


D>. : 
DrOoOKS, 





| Mancin, Thos. Adams, J. H. Morris, Carl Finch, John 
Oy 
> “y 3 
’ $ —a 2 ‘ 
“0% i 
3 g * 
ay, ! 


Chris Bailey, Re-elected Treasurer; G. H. Cress, New Vice- 
President, and Joseph W. Pate, President-Elect. 


Tully. ¢ kk. Cole, Hamilton Hines, D. R. Loudon. Wm. 


Wilby, A. J. Barry, C. B. Nelson, J. L. Crinn, W. E. 
Shirlev, | VP. Brand, ¢ W. Spangles, Thomas Adams 
l. Vetch, Wm. Reeves and Arthur Wallace 

During the banquet, Retiring President Larry |]. Leahy 
vas presented with a handsome s.lver mounted belt in 


recognition ot his valued SC¢TViICcC Ss during the yea,. 
\ vote of thanks was accorded to the representative: 
supply trade and ot “Domesti engineering” bor 


then attendance at the convention 


GEORGIA MASTER PLUMBERS IN ANNUAL 
CONVENTION. 


The Mastey 


Georgia held its annual convention on Monday, May 20th, 


Plumbers Association of the State oft 
with a large attendance. 

Belcher. of Atlanta, called the con- 
vention to order at ten o'clock in the morning, in the 


in Columbus. Ga.. 


President James | 


assembly room ot the Hotel Ralston, the convention 
headquarters. 
Hon. D. L 


delegates in a very happy manner and concluded his 


Palmer, Mayor of Columbus, welcomed the 


speech by stating that the town belonged to them for the 
day . The address was responded to by Secretary 1). \ 
l.auders, of Atlanta, who assured his Honor that the 
plumbers would have no trouble in enjoying themselves 
with the Mayor as their host 

The Credential Committee consisting of Walter Albright 
and kd. ¢ 
\tlanta, reported the following present and entitled to 
scats in the convention A. J. Melson, Will R. MeGrath, 
Kk. Gresham, B. W. Boatenreiter, L. J. Melson and 
\tlanta: Walter Albright, Ed. ¢ 
Cooper and Geo. W. Payne, of Columbus; Harvey Cole 


Cooper, of Columbus, and A. J. Mendenhall, o1 


(. Stephenson, of 


Gilmon, of Brunswick; L. FE 
Swartz. ot Macon: S \. K eeter, of Manchester: A. Y 
lkavenson, of Winder; J. E. Belcher, president; D. N. 
l.auders, secretary, and National Director W. S. Loftis 


Harvey Coleman was appointed sergeant-at-arms. 


man, of Decatur; J. 
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[he auditing committee, with A. J. Mendenhall, chair- 
man and Walter Albright and Harvey Coleman, reported 
the books neatly and correctly kept, all accounts paid 
and sufficient money 1Ior immediate use now on hand. 

resident Belcher’s report was interesting in the ex 
treme and brought out in detail the whole situation of the 
plumbing interests in Georgia. It contained several 
salutary recommendations, which were referred to the 1n- 
coming executive committee. The report shows that there 
are now in Georgia 37 members in good standing and the 
Secretary was asked to so advise the National Ofhce. 

Election of Officers. 

\. J. Mendenhall, of Atlanta, was elected president; 
Walter Albright of Columbus, vice-president, and L. E 
Swartz, treasurer. President Mendenhall will select his 
secretary later. 

Past-President Jas. I. Belcher was eiected to accom- 
pany Mr. Mendenhall to the National Convention. 

After informally discussing several interesting subjects 
the convention adjourned. 

\t one o’clock luncheon was served in Ralston Hote) 
by the Entertainment Committee of the Columbus Asso 
ciation. During iunch Mr. Kowtz, president of Columbus 
(hamber of Commerce, gave a “talk” as he called it on 
overhead, and said he would try to be so simple that he 
who eats may comprehend. The talk was very instructive 
and was enjoved by all present. Some of his conclusions 
were revelations and eye-openers to most of the men 
present. 

At the close of the lunch hour automobiles were in wait- 
ing, and the delegates were given a ride through the parks 

Geo. W. Payne, Ed. C 
bus, made an ideal entertainment committee. 


Cooper and Tom Tidd. of (olum- 


NEW YORK STATE MASTER STEAM AND HOT 
WATER FITTERS IN ANNUAL CONVENTION. 
The Master Steam and Hot Water Fitters’ Association 

of the State of New York held its 24th annual convention 

at the Hotel Onondaga in Syracuse, N. Y., on Tuesday, 

May 14th, with a good attendance. The reports of the 

several committees were read and discussed and the rec- 

ommendations made were favorably received and acted 
upon. War time prices of supplies also caused consider- 
able discussion. 

The following officers and directors were re-elected: 
President, John R. Sheehan, of Schenectady; Vice-Presi 
dent, H. J. Utica; Secretary-Treasurer, 
William J. Olvany, of New York; Board of Directors 
(C. Ashmusen, of Albany; Wailham_ F. 
Rochester; John J. Doherty, of Poughkeepsie; William | 


Brandeles, of 
Devendorf, oO! 
Lane, of Buffalo: Edward F. Joy of Syracuse, and thi 
President, Vice-President and Secretary-Treasurer; Ser 
geant-at-Arms, W. T-. 

A vote of thanks was tendered to the officers and 


(‘antwell of Utica. 


directors for the services rendered during the past year. 


Michigan Master Plumbers Elect Officers. 

The Michigan Master Plumbers’ Association held a suc 
cessful convention at Flint, Mich., on May 28th and 29th, 
at which the following officers were elected: President, 
Theo. © 
troit. Directors: 


Gross, Lansing: vice-president, John Irvine, De 
Flint; A. A. Muir 
Delegates to 


Kdwin Sterner. 


Grand Rapids: Norman Boosey, Detroit. 
National Convention: Edwin Sterner, Theo. C. Gross 
and Wm. A. Decker. The 1919 convention will be held 
at Lansing. 


A complete report will appear in our nevt issue. 
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KANSAS CITY CHAPTER OF A. S. H. & V. E. 
APPOINTS COMMITTEE ON LEGISLATION. 

The Kansas City Chapter of the American Society ot 
Heating and Ventilating Engineers has appointed a Com- 
mittee on Legislation consisting of the following: Stanley 
Field, chairman; J. H. Kitchen, W. E. BE. Jj. 
McMorran, and N. W. Downes, to co-operate with a like 
Committee from the Kansas City Chapter of the American 


Gillham, 


Institute of Architects consisting of Stanley Field, Chas. 
Payson and Wm. H. Sayler. The joint Committee will 
supply the necessary data and information to the Kansas 
State them 


selves in compulsory ventilation. 


Teachers’ Association who are interesting 


The appointment of this 
committee the 
Chapter of the American Society of Heating and Ventilat- 


resulted from a meeting of Kansas City 


ing Engineers, held April 15th. Anything along the line 
Kansas City 
The necessity for legislation is there- 


of ventilation in and contiguous territory 1s 
purely voluntary. 


fore fully apparent. 


H. C. FULLER CALLED BY DEATH. 





Chi- 
cago, died at Garfield Park Hospital in this city on Friday, 
May 24th. He the 
cern for twenty-six years and had passed the three score 
mark at the time of his death. 


Henry C. Fuller, assistant treasurer of Crane Co., 


had been connected with (rane con- 


AMERICAN WELDING CO. ADDS NEW DEPART- 
MENT. 





The American Welding Co. 


added to its plant a new department for the welding ot 


of Chicago, has recently 


, 


heating boilers. 


TO MEET AT CEDAR POINT, OHIO. 


(geo. W. Martin, of New York City, and D. L. Gaskill, 
of Greenville, Ohio, president and secretary, respectively, 


of the National District Heating Association, have just 
issued the following invitation to members of this or- 
vanization: 

“At the convention held in Detroit in 1917, the execu- 
tive committee was directed to decide whether or not a 
convention should be held in 1918. Later the committee 
decided that in view of the war conditions they would 
not hold a regular convention in 1918, but that the ex 
ecutive committee, together with the chairmen of the 
standing committees, and as many of the members as 
possible, meet at the Breakers Hotel, Cedar Point, Ohio, 
on July 8 and 9, 1918, to discuss various matters now af- 


fecting the heating companies and to receive the reports 


of the standing committees for the year. You are most 
cordially invited to be represented at this meeting, as 
reneral discussions of the work of the association to- 
vether with conditions confronting the heating com- 
panies will be held.” 
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THE MAY TOURNAMENT OF THE N. E. M. 


GOLF ASSOCIATION. 


Metal 
armed putters, 
of the the 
roll call for the May meeting held at the Wannamoitsett 
Country Club, R. I., May 2Ist 


i8-hole matches were played, the first in 


New 


with 


Twenty-tour members of the England 


Gsolf 


other 


Products Association, niblicks. 


brassies and weapons vame, answered 


Providence, on Tuesday, 
Two interesting 
the forenoon and the second in the afternoon. The hosts 
of the OcCaSION, H. 1). Nickerson of the Phillips lead WN 
Walter J. Eddy, of the L. H 


both of Providence, provided luncheon served 


Supply Co., and Tillinghast 


Supply Co., 


in the interim between the two matches. 

In the forenoon contest D. W. Wade, of the Chadwick 
Boston Lead Co., Boston, came off victorious, while the 
second prize went to Warren IL’. Ilosmer, general sales 


manager of the Riverside Boiler Works, Cambridge, Mass. 
Mr off the 


meeting with second place going to a new 


Nickerson carried honors at the afternoon 


member, Mr. 


Chase of Providence. 


After the last card had been turned in the company 
again gathered about the tables in the club house and 
enjoyed an excellent dinner, the members from Boston 
and vicinity returning home by automobile during the 


carly evening 

Announcement was made that the June meeting would 
be held at the Woodland Golf Club, Auburndale, Mass.. 
Tuesday, June 4th. 


New 


on 


club year books, containing a complete record of 
last summer’s matches were distributed to members ot 
the Providence meeting It showed that Kk. T. Foote, 


the Cutler-Hammer 


Boston, led all other members by 


ot Manufacturing Co., 


ive 


manager 


taking prizes 


Robert EE. Sargent, manaver of the Standard Sanitary 
Manufacturing Co., Boston, is president of the golf as 
sociation, and John S. Nicholl. of the Riverside Boule: 


Works, is secretary. Other active members in addition 
to those already mentioned, are: Ikdward VT. Davis, presi 
dent ot the New England Plumbing Supply Co., Sprin 

field, Mass.; W. H. Hunter. manager of Republic [ron 
and Steel Co., Boston: W. Fk. Stearns. manaver of Ameri 
can Radiator Co., Boston; Ralph Kirby, manaver of Me 

er-Sniffen Co., Boston; George H. Bell, Riverside Poiles 
Works: G. Frank Uhler, New England Sal \lanaver ot 
the A. M. Byers Co., Boston; John Stevens, of Locke, Ste 
vens & Co., Boston; Harry L. Doten, Austin & Dote 

Boston; Frank W. Hubbard, president and treasurer of 
the W. B. Hubbard & Sons Co., Bostor \lan WW. Flam 
of the Hubbard Co.: H. W. Thorndike, president and 


\\ {4 | 


veneral manager of the Ie VV. Webh 
\\ little, vice-pre 


; | 
Manutacturing Co., 


Boston: Theodore ident of the Wal 


worth Manufacturing Co., Boston: I. L. Ruge, manacet 
American Brass Co., Boston: Walter A. Griffith, R. I 
Griffith & Sons, Providence; R. D. A. Thompson, Thomp 
son-Durkee Co., Boston: S. C. Cutler, B. F. Sturtevant 
Co Boston: j. & Hale, Peck Bros, Ww Co., New Have 
(onn., and Ralph M (;reenlaw, Providence 
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THE SPRING TOURNAMENT OF THE EASTERN 
TRADE GOLF ASSOCIATION. 


The 1918 season of the Eastern Trade Golt Association 
was opened with the Spring tournament at the Upper 
Montclair (N, J.) Country Club on Thursday, May 23rd. 
Rain threatened all dav, but aside from a short shower in 
the morning no actual break in the elements was en- 
countered \ltogether 11 Was aA splendid meet with A 
close to record attendance. 

\W. H. Carrier and the historian made their debut in 
the “Kindergarten.” Their cards looked more like the 
combined performance of a mixed foursome. 

James S. Weaver and S. J. Cutting are also two new 
members who made their initial round with the Asso- 
ciation, but not beginners by any means. Mr. Weaver 
comes trom Pittsburgh with .a record, although it seems 
he neglected to put it in his bag Thursday morning; he 
didn’t turn in his card. 


1 


D. H. Roony had but started the morning round, when 


word came of the sudden death of his father. Counting 
Mr. Root J there were forty-five players on the course 
and a good-sized gallery. 


At dinner in the evening, President Hunt made his 
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The winning score in this contest was drawn from a 
range between 71 and 81, each player having the privi- 
lege of selecting his own handicap to put himself in 
that range. The winning number was 79. 

The secretary announced that $80 was available for the 
Kked Cross, and thereupon the members donated enough 
to make it an even $100. 

A rising vote of thanks was extended to A. S. Ar- 
magnac, who had secured the course for the meet. It 
is likely that the summer meet will be held at Arcola. 

[he day’s play follows; names with blanks indicate that 
no cards were turned in: 


Morning Round. 


Gross. Handicap. Net. 
A. S. Armagnac.... - G7 4 XX 
t. Chester ssaibsinpnanbianle 121 of S7 
(. S. Wood 120 »() 100 
W. W. Hubbard onitehtien 102 15 R7 
EF. J. Oliver 107 14 97 
KE. J. Hughes re 104 20 S4 
F. W. Broatch 45 16 79 
W. TT. Gilmour iiennwnita 10 24 76 
J. A. Kinkaid 10S “4 S4 
Chas. Geoghegan er 133 34 94 
J. Barnum 141 34 107 
Chas. Miller ienapasiniis 139 536 102 









President R. B. Hunt, L. S. Rothwell, R. E. Wall, W. L. Johnson, J. G. Geoghegan, J. B. Garfield, G. H. Chasmar and G. M. Scott.— 


From ‘‘Domestic Engineering’ Photos, taken at the Eastern Trade 


address of acceptance. A pleasing incident of the dinner 
was the presence of C. N. Brazie, the Dean of the As- 
sociation, and familiarly known as “Pop.” Mr. Brazie 
received an ovation when he entered the room and was 
placed at the head of the table. 

\fter the dinner the prizes of the day were awarded 
bv President Hunt. They together with the winners 
follow: 

Medal play handicap, 18 holes, morning round: 

\V. T. Gilmour, first prize, umbrella and cane, do- 
nated by C. A. Muller. 

Ff. W. Broatch, second prize, one dozen Silver King 
halls, donated by American Blower Co. 

G. H. Chasmar, third prize, leather golf bag, donated 
by W. L. Johnson. 

E. J. Hughes, fourth prize, Red Cross medal, Associa- 
tion prize. 

In the afternoon foursome C. A. Geoghegan and 
Charles Miller won Red Cross medals 

The Knickers Prize, a pair of golf shoes and stockings, 
donated by L. H. Quackenboss, was won by W. H. 


Staples. 


Golf Association’s Spring Tournament. 


; 


W. H. Staples .. 107 18 SY 
Ss. J. Cutting Ree oie 24) 101 
lL. N. Heatherton 153 25 128 
M. EK, Conran 115 24 4] 
(. F. Bennett 143 20) 113 
J. B. Garfield SG 0 N¢ 
G. H. Chasmar said 4 () Q4 
J. G. Geoghegan oar - 125 99 103 
G. M. Scott 121 20) 101 
W. H. Carrier sadly sceitii . 217 36 18] 
J. CC. MeDonald 112 24 SS 
B. W. Bennett 114 17 S7 
G. G. Schmidt 124 32 4? 
A. H. Ross 120 24 96 
J. G. Kelly 35 36 49 
H. Romeyvn Smith 193 36 156 
R. E. Wall 130 24 106 
Rr. B. Hunt 107 1s 89 
W. L. Johnson 103 15 XS 
L. S. Rothwell se 16 86 
IL. Moore ins 119 20) 99 
A. M. Alvord.... 126 25 10] 
J. J. MeKee 

O. FE. Goldschmidt 

H. R. Dillon 

W. H. senrett 

George Keenan sei 118 20) Js 
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W. M. Cosgrove eae 
C. G. Fundinger 216 36 1S) 
R. G. Bookhout 

J. S. Weaver ...... 

W. Weller 


Afternoon Foursome. 


C. S. Wood and T. Chester . 1US 20) Ss 
W. W. Hubbard and A. S. Armagnac S6 9 vi 
W. L. Fleisher and F. W. Broatch Ri) 16 fal 
W. T. Gilmour and M. E. Conran 45 24 71 
W. L. Johnsen and L. S. Rothwell... 95 15 SO 
R. B. Hunt and R. E. Wail si 106 1s SS 
J. B. Garfield and G. H. Chasmar 82 () 82 
J. G. Geohegan and G. M. Scott 

E. J. Hughes and F. J. Oliver ie 14 S7 
W. H. Staples and C. Miller ...... G6 1X 7s 
(Chas. Geoghegan and Chas. Miller 103 34 6 
G. G. Schmidt and W. H. Carrier 112 34 is 
J. C. MeDonald and A. H. Ross " 104 24 76 


NEW DANISH PIPE AND BOILER COVERING 
MATERIAL. 





The Board of Trade Journal quotes the Danish press to 
the effect that a new company, with a paid-up share capital 
of 500,000 crowns ($134,000 at normal exchange) has been 
formed to manufacture “molersten” (heath clay stone), a 
material which can be used for pipe and boiler covering. 
Several attempts had previously been made by the State 
Testing Department to utilize the loam obtained from heath 
clay beds on the island of: Mors, in the Lim-Fjord, Den- 
mark, for the manufacture of insulation materials for use 
on steam pipe, steam boilers, etc. The experiments were 
continued with good results by a Norwegian engineer, and 
he has now succeeded in producing a “molersten” which is 
made porous by undergoing special treatment. The clay is 
mixed with what is termed “expanded cork,” 1. e., cork dust 
which, before be:ng mixed with the clay, has been heated. 
By first undergoing the heating process the cork occupies 
a larger space in the clay mass than otherwise would be the 
case. The cork is kneaded into the clay, and the whole mass 
is then molded and subjected to heat. By this means the 
“molersten” is made highly porous and is found to be bet- 
ter adapted for insulation purposes than any other kind 
stone. Large clay beds on Mors have already been acquired, 
so that the manufacture of “‘molersten” can commence as 
soon as the factory which is being constructed is completed. 
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B. H. Edwards, president of the Ideal Furnace Co., De- 
troit, Mich., was in Chicago last week. 

John A. Irwin, secretary and general manager of the Amer- 
ican Pressweld Radiator Corporation, Detroit, Mich., was 
recently in Chicago and called on some of his many friends 


in the trade. 
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C. Saul, Pacific Coast representative of the Central 
Tube Co., of Pittsburgh, with headquarters at San F[ran- 
cisco, is at present in the East on a special business trip. 
He was in New York last week. 

John Edward Casey, of W. A. Russell & Co., New York 
City, has been called to the colors by Uncle Sam. He 1s 
now at Fort Hancock, Augusta, Ga. 

A. J. Stone, vice-president of the Ernest Mehring Co., 
Calumet Lake, accom- 


Chicago, went “a-fishin’” recently at 


panied by a customer from Geergia. Stone fished from three 


York representatives of the 
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o'clock in the morning until noon. He caught one cattish, 
“Tf it hadn't had tins I would have used it as a minnow,” 
said Stone. When the noon hour approached, some Polish 
gentlemen passing by in a row boat intormed Stone that 
he was fishing in two feet of water. Fred Bradford Ells- 


worth, the noted angler and authority on things piscatoriai, 
| 


In commenting on Stone’s experience, said: f Stone had 


sat on some other stone along the bank where the water 
was deeper, and dropped his hook among the stones he might 
have caught a rock bass.” 

W. Howard Arrighi, whose 
likeness is shown herewith, 
has recently joined the force 
ot the Edwin H. Oswald Co.., 
of New York City, New 


H offman Heater Co.., of Lor- 
ain, Q., Mr. 


been connected with the 


Arrighi has 


water heater field for a num 
ber otf years, having been 
New York representative of 
the Beler Water Heater Co., 
of Pittsburgh, Pa., and he 1s 





therefore wel! posted in his 


W. Howard Arrighi. 


vocation 


Chas. G. Bodley, for several years representative of the 


Beaton & Corbin Mfg. Co., Southington, Conn., has en- 
listed in the U. S. Naval Reserves for the duration of the 
war. I. N. Wells, president of the company, and A. R. 


Wells, secretary and treasurer, will divide his duties be- 
tween them during his absence 

P, iy Kelly, president of the Kelly Controller Co., of Chi- 
cago, has recently been drafted. He had been claiming ex- 
emption for some years, but General Cupid positively de- 


clined to recognize his claims any longer, and in consequence 


he was ordered to join the regiment of benedicts and be duly 


sworn in for service on the sea of matrimony. I. J. mar- 
ried Miss A. Bruckner, of Elkhart, Ind., on the 16th of May. 
Mr. and Mrs. Kelly will be at home after June 15th, at 1547 


Sherwin Avenue, Chicago. 


TRADE LITERATURE. 
The Utica Heater Co., of Utica, N. Y.. has recently is- 
sued an exceptionally attractive folder, the front cover of 
which is shown herewith tn 





miniature. This folder illus- 


Lo igammaageoi: oe trates and describes, in de- 


ile 1° . 
|: IMPERIAL ogg waekin ead 


| SUPER: -SMOKELESS ore construction 


BOI ILERS op¢ration of the 
! ‘! . . 
a Super-Smokeless Boiler, an 





Imperial 





| up-draft single grate type of 
| boiler. One of the most no 
table features in its construc- 
tion is said to be this, that 


the rear o: the 





fre box 1s 


| formed by a hollow battle or 
| UTICA HEATER COMPANY “water curtain’ section. sur- 
| | faced with a special high fire 
j } . » al +. 

| test cement. which will stand 





a higher temperature without 
fusing than it could ever be subjected to in a heating 
boiler. ‘The products of combustion are said to come in 
contact with the valuable direct over-hanging fire sur- 
face and thence strike against the super-heated surface 
of the water curtain, thereby breaking up many of the 
soot particles as a preliminary to their more pertect 


combustion. 
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WISECO Cleanout La 


A dependable and substantial trap in every way. Made of bestr 
manship possible, yet it costs very little more than a regular “P’ 
tube trap. 
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A guaranteed deep seal trap, which has been subjected to most 
to break the seal, and yet it holds. 


The body is extremely attractive, being made along graceful lir 
of heavy drawn brass, threaded and screwed together at top of bal 
tween the two parts to form a water tight joint. 
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A distinctive feature of the trap is that the entire inside can be 
cleaned by simply unscrewing the bottom or ball part, which can 
cally no time. This feature has, until now, been confined sole 
priced goods. ‘This, together with beauty of design, should app 
and plumber, and no supply house should be without a safe stocl 


The inlet tube is located at one side of the ball and extends ‘nto 
the body below the center, so that the water on entering is given a 
rotary or clean sweep motion, thus scouring and cleaning the trap 
each time it is used, and as the construction is so that the water can- 
not enter the body of the trap as fast as it can leave through the 
outlet tube, it is impossible to syphon same. After the sink is empty 
there is enough water left to settle back at bottom and form an un- 
breakable seal. 


MMU MM 


The “P” Traps are 11 inches from center of outlet to end of waste 
tube, 2 inches from top of inlet nut to center of waste. 
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The “S” Trap is 21 inches from top of inlet nut to end of waste, 
414, inches from center of inlet to center of waste. 


| 





These traps are furnished with 5” slip joint, 3” P. O. plug and 
rubber stopper, 3” heavy saw-tooth edge .017 flange and have special 
hexagon cast nuts. Packed one in pasteboard box. 


J. B. Wise, Inc. - - a 


Manufacturers of Plumbers’ Sanitar 
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best materials and work- 
r “P” and ‘‘S”’ seamless 





most rigid tests in order 





ful lines from two pieces 
of ball with a washer be- 
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in be quickly and easily 
1 can be done in practi- 
d solely to the highest 
d appeal to every jobber 
> stock on hand. 
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ven a Our Catalog “C” just off the 
> trap - press illustrates and describes ful- s = 
Pagers ly the “WISECO” Line of a : 
se Plumbers’ Sanitary Brass |. @ : 
n un- Goods, including a complete 2 Z 

line of Traps, Wastes and _ 

Overflows for Basins and 
waste Baths, Lavatory ‘Trim- 
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Steel and Iron. 

The situation in steel remains practically unchanged. 
The mills and finishing shops continue to devote all their 
energies to government and allied work. ‘The iron mar- 
ket also remains unchanged. Prices are based upon the 
old established grades of No. 2 Foundry at $35.00, and 
Basic Iron at $32.00, at the furnace. These prices wil! 
remain in force until July Ist. 

Copper. 

The War Industries Board at Washington last week de- 
cided to continue the price ot copper at 23'4c a pound, 
this price to remain in force for 75 days. The price agree 
ment will. therefore, continue in force until August 15th. 
The market continues very quiet, with no new develop- 
ments to be noted. 

Tin. 

The price of tin has declined owing to lower offers on 
English Lamb and Flag tin for prompt shipments from 
England and by offers on Straits tin for shipment from 
Singapore, subject to permit. The Lamb and Flag tin 1s 
quoted at around 90c and the Straits tin 1s in the neigh- 
borhood of 89%c. Spot tin in New York, however, con- 
tinues as scarce as ever with a few tons of No. 1 Chinese 
and Lamb and Flag tin otfering at 97c. 

Lead. 

The prices on lead are firm and higher in East St. 
Louis, sellers quoting 6.90c to 6.92%c. In New York the 
price quoted is around 7'ec. 

Spelter. 

Producers were notified this week that President Wil 
son has approved the recommendations of the War Indus- 
tries Board, leaving the price of Grade A _ spelter un- 
changed at 12c, St. Louis basis. An improved demand for 
’rime Western was noted early in the week. 

New York Old Metal Market. 


lhe following prices are current for old metals. 


Buying. Selling. 
Copper, heavy ........... win 22 cents 23 cents 
Copper, light ................ .18% to 19 cents 21% cents 
7, eee 20 to 21 cents 22 cents 
OT , , nena ennna 13'% to 1334 cents 14% cents 
a 10'% to 11 cents 12 cents 
Lead, heavy. ........................6 to 6% cents 6'4 cents 
| eee 5 to 5% cents 6 cents 
a 54% to 5% cents 64 cents 
eT: 14 to 15 cents 16 cents 
Cocks and faucets ............ 17 to 17% cents 18% cents 
Mixed babbitt 0000000000008. 7K to)~)©=68 «cents 9 cents 


Chicago Old Metal Market. 


Chicago wholesale dealers’ prices are nominally as fol- 


lows: Buying. Selling. 

Heavy yellow brass..........15 to 15% cents 164% cents 
i 11 to 11% cents 13 cents 
. ee — to 22 cents 23 cents 
Cocks and faucets.............. 16 to 17 cents 18 cents 
ee 2114 to 22 cents 23 cents 
Coeper, tient ........ 1914 to 19% cents 2 cents 
I I yicccttiiintictnsction 5 to 5% cents 6 cents 
Tea lead .............................. 4% to 434 cents 6 cents 
Solder joints —........ - 1434 to 15 cents 16 cents 
Old iron pipe (per ton) $23.50 $24.00 
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The Pipe Market. 
There is no change in the pipe market. Quotations on 
less than car lots of full weight steel pipe remain as fol- 


lows: 
Butt Weld. Lap Weld. 

Blk. Galyv. Blk. Galv. 
% to %*% inch... 38 10 
4 inch iat 42 26 
*% to 8 inch 45 30 oon - 
2 inch — ish 38 24 
2% to 6 inch ; 41 27 
7 to 12 inch .... 38 23 


12 to 14 inch wonssliaes : 281, 
15 inch 26 
The quotations apply to all shipments from stock, regard- 
less of quantity. 
On extra strong and double extra strong steel pipe in less 
than car lots, quotations are as follows: 
Extra Strong Double Extra Strong 
Plain Ends PlainEnds Plain Ends Pl'n Ends 
Butt Weld Lap Weld Butt Weld Lap Weld 
Blk. Galv. Blk. Galv. Blk. Galv. Blk.Galv. 


%, 4% and * inch........ 31 11 , 

i eee — 16 27 7 

% to 1% inch.... . 40 20 30 10 

2 to 2% inch........ . 41 21 age a 32 2 
Ee 21 we tide 
2 inch. aciliiaeiteiaes mans a 3s 14 ade sie 25 6 
2% to 4 inch.......... ann 36 17 —_ — 27 8 
41% to 6 inch eee % 39D 16 =e _— 26 7 
7 to 8 inch...... sssehdea Nand sane 31 12 ‘ions shi 21 2 
SS ee ' 26 7 


With threads only, the basing discount is 1 and 1% 
points lower. With threads and coupling the basing dis- 
count is 3 points lower. The quotations apply to all quan- 
tities less than car lots. 

Quotations on full weight genuine iron pipe, in less than 


car lots, are as follows: 


Butt Weld Lap Weld 


Bik, Galv. Blk. Galv. 
% and % inch...... , —s +13 wees sin 
32 inch ition eiandeaseceaeseideiunt. TE +12 
% inch .. sabe sasinil x 1 — 
% and 1 inch...... pesszadicdinds . 26 8 nae 
De SII aitcdaisisaontcnnissnins sani 26 8 11 +6 
TIT i 1ksici a cnacteuntiicagditniintinenemtaltipabatitel 26 8 18 9 
2 inch. edibensd » oe seis 19 3 
Be Ne I iiicintitcsniensinciiiaanisanbiateaintemadete: so — 18 3 
€ OD BS Bliteencn ee ae vis 18 3 
These quotations are f. o. b. Pittsburgh, and apply to all 


shipments from stock, regardless of quantity. 

On extra strong and double extra strong genuine 
wrought iron pipe, with plain ends and in less than car 
lots, the quotations are as follows: 


Extra Strong Double Extra Strong 
Butt Weld Lap Weld Butt Weld Lap Weld 
Blk. Galv. Blk. Galv. Blk. Galv. Blk.Galv. 


i. to ®% inch A . is +-7 Sein 

% inch , — +2 5 +15 

% and 1 incha................ 24 4 aie 10 +410 

14% inch sieniihieaiasenediii aa . 10 +410 10 +10 

136 SECM «..-.-.- aia 24 4 16 +4 10 +10 = oa 
en iain — wei 18 +2 ree 5 +14 
4.8 2 Se ~_ 20 List 7 +12 
Le? 2 eee oe 19 +] O93 
? to 8 inch — _ 11 +9 

A 2) f eee —_ 6 +14 


These retail prices are f. o. b. Pittsburgh, and apply to 
all quantities except in car lots. With threads only, the 
basing discount is 1% points lower. With threads and 
couplings, the basing discount is 3 points lower. 

To ascertain the price in any city, deduct the proper 
freight rate from Pittsburgh to that city. To illustrate: 
34 to 3-inch steel pipe, black, is 45 per cent off, Pitts- 
burgh. The freight to Chicago is 31 cents, or it would 
be 45 per cent minus .031, or .419 per cent Chicago for 
10 cents a hundred freight you should deduct one point. 
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has been awarded the contract to install the plumbing in 
| 1 1 ad . a warehouse to be erected, at a cost of $24,000, at Harlem 
1h O 1 S and Pensacola <Aventies. The heating contract was 
ES Ee Eo ee awarded the Glennon-Bielke Co., of 546 West Lake Street. 
Chicago and Vicinity. W. F. Bahn, of 3608 Southport Avenue, will install the 

plumbing in an apartment building to be erected, at a cost of 


The Chicago Master Plumbers’ Association has recently - ripe . 
$12,000, at 4045-4047 Greenview Avenue. 


appointed a committee to co-operate with a local central 


committee for the promotion of commercial arbitration in Other Cities in the State. 
connection with the revised arbitration act of Illinois, pro- Clarence Ruddy, of Aurora, has been awarded the contract 
viding for the adjustment of controversies arising between to install the heating and plumbing in a farm residence to be 
employer and employes. The author of the act felt that erected, at a cost of $8,000, near that city. 
men of practical experience, on a committee of this kind, The Gem City Plumbing Co., of Quincy, will install the 
would be more capable of passing equitable judgment upon plumbing in a residence to be erected, at a cost of $5,000, 
the merits of disputes. The members of the committee ap- at Twenty-first Street and Broadway in that city 
pointed by the association are: Chas. J. Herbert, P. M. I’. J. Adams, of Elgin, has secured the contract to install 
Murphy, E. J. Benning, Chas. C. Breyer and Jos. W. Can- the heating system in a new residence in that city. The 
non. plumbing contract was awarded to O'Flaherty Bros. 

Charles T. Byrne, well known in. the plumbing trade and Harvatt & Beazley, of Arcola, have recently been awarded 
an honorary member of the National Association of Master the contract to install the heating and plumbing sytems in a 
Plumbers, has been endorsed for membership on the War bank building to be erected at a cost of $25,000 at Urbana. 





Service Committee at Washington in resolutions recently - . 





passed by the Chicago Master Plumbers’ Association. Tele- 


’ © 
grams recommending the appointment of Mr. Byrne were Mi; Ss S Ounri 


sent to Senators Lewis and Sherman. The National Asso- emt 














ciation has previously approved of him as worthy of the ap- 
What St. Louis Convention Aims to Do for the Public 


and the Plumbing Trade. 


Virtually all of the space in the exhibit building has 


pointment, owing to his wide business experience and his 
knowledge of the intricacies of plumbing and drainage. 

Noble & Thumm, of 2312 Lincoln Avenue, have been naa Riou: | . 

; heen taken for the National Sanitation Show, which will 
awarded the contract to install the plumbing in a store and | | 
wh eRe is held here the first week in June in connection with the 
apartment building to be erected, at a cost of $250,000, at 
3501-3509 West Madison Street. The architect is Paul I 
Olson of 127 North Dearborn Street. 

The R. J. Nelson Co., of 836 West Adams Street, will in- 
stall the plumbing system in a garage to be erected at a cost 
of $85,000 at 320-346 Huron Street. The heating contract 
was awarded to Geo. H. Kirk, of 6711 Wentworth Avenue. 

The Roberts Plumbing Co., of 4544 North Western Avenue, 
has secured the contract to install the plumbing in an apart- 


annual convention of the National Association of Master 
Plumbers, according to the committee having that fea- 
ture of the preparations in hand. 

Approximately 60 exhibitors have acquired space in 
which they will make exhibition during the week of the 
show. The success of the committee’s undertaking to 
make this the greatest feature of its kind, ever put forth 
by the plumbers of the United States, has been assured 
with the selling out of the available space. 


ment building and garage to be constructed, at a cost of “Not only has the St. Louis Association of Master 
$30,000, at 1632-1634 Greenleaf Avenue. The architect is Plumbers worked out a most comprehensive program for 
W. Christianson of 343 South Dearborn Street. the Sanitation Show,” said E. J. Hanley, “but they have 
John Carroll, of 7 West Madison Street, has been awarded planned out a very complete program for the convention. 
the plumbing contract for the alteration of a store and hotel Not onlv will the efforts of the Association be to en- 
at 18th Street and Michigan Avenue. The cost of alteration lighten thie public regarding the truths they ought to know 
is estimated at $50,000. about the general benefits of proper sanitation, but they 
The Chicago Steam Heating Co. has secured the contract will be devoted to a line of education for the members 
for the installation of the on system in a factory to be of the Association. as well. 
built at a cost of $60,000 at 211-217 North Carpenter Street. “Our aim is to advance the standard of business meth- 
Nilson Bros., of 3222 Halsted Street, will install the heat- ods among our membership,” Mr. Hanley said. “This we 
ing system in an apartment building to be erected, at a cost plan to do by directing them to the importance of care- 
of $24,000, at 5650 Michigan Avenue. ful accounting and bookkeeping. If every plumber will 
A. A. Allardyce, of 1476 serwyn Avenue, has been awarded study his own business SO thoroughly that when he makes 
the contract to install the heating and plumbig systems in a prices he knows that those prices are no higher or lower 
apartment building of six flats to be constructed at a cost than they should be, for him to have a fair and reason- 
of $24,000 at 1522-24 Jonquil Terrace. The heating contract able profit, the time then will come when there will be 
went to Geo. L. Rood of 136 West Lake Street. more general regularity of price fixing. 
The Jacob G. Weber Co., of 2841 North Clark Street, “For instance, if a man, through carelessness, charges 
B45 
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two different prices for the same class of work, this means 
that one customer has received too much for his money 
and another has not received enough—that is, of course, 
provided materials in each job have cost the same. And 
on the other hand, if one man charges more than he 
should on a job and another man charges less on the 
same class of job, there is a variance which, in most cases, 
reacts to the detriment of the plumbing business, by caus- 
iny the public to regard the plumber as _ unfair. 

“This convention is planned to be a convention of edu- 
cation of the plumber. Features of the program will be 
given over towards showing him the vital necessity of 
conducting his business on the same careful business that 
a banker conducts his business. If all plumbers will in- 
troduce the best business methods they can devise and 
keep such tab on their prices, overhead expense, etc., 
as they should keep, them there will go into effect one 
general scale of prices. This will serve to give a higher 
protit, or the profit they should have and will at the 
same time eliminate that old and tiresome charge that 
some wits have seen fit to make against the plumber.” 

“We've got a big responsibility ahead of us,” said Mr. 
Hanley, “that of educating the public to the full signifi- 
cance of what proper sanitation means, and at the same 
time we have another big responsibility, which is that of 
educating ourselves how to conduct our own business 
right. That’s one thing the National Association of Mas- 
ter Plumbers is going to do at this coming convention.” 

Kansas City. 

Two large contracts recently awarded were as follows: 
(. ©. Jones is building a large apartment or family hotel 
with seventy-five apartments. The plumbing contract, 
estimated at $18,000, was awarded to Jorgensen & Brink. 
The heating contract has not been awarded as yet; it is 
estimated at approximately $13,000 

The second is the Brookside Investment Company’s 
new apartments at 54th and Oak, built in the shape of 
a maltese cross. They will contain eighty-six apartments. 
The plumbing contract has been awarded to the Scannell 
Plumbing Co., approximate cost $25,000, and the heat- 
ing contract to Minor D. Woodling Heating Co., approx 


imate cost $13,000. 





Indianapolis and Vicinity. 
Scientific provision for plumbing and heating is the 


most important single element to be considered in plan- 
ning and erecting a home and our “boys,” who are hght- 
ing battles “over there,” are going to be leaders in a 
movement to improve conditions along this line when 
they get back home, in the opinion ot A. J. Brown, pres- 
ident of the Farquar Heatine & Ventilating Co. of 
Indianapolis. “Our army organization has given the 
movement a wonderful impetus,” continued Mr. Brown 
“Any place putting in a bid for the quartering of any 
number of soldiers must first guarantee proper sanitary 
The health of the army depends upon pre 
vention of all forms ot contagion, rather than upon the 


When the boys are finally released, when the 


conditions 


hospital 
ieht is won and when the Kaiser is relegated to the per- 
manent abode of his type, these bovs who are fighting 
our battles are going to be the leaders in a movement to 
improve home conditions back here.” 

Charles E Merchants Bank Building, In 


dianapolis, has the contract for making alterations m 


Bacon, of 617 


the plumbing and heating systems in Lee Doves’ re- 
modeled residence on East Tenth Street, Indianapolis. 
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The Cotton-Wiebke Co., of 1720 East Tenth Street, 
has been awarded the contract to install the plumbing 
system in the new $6,000 warehouse that is to be erected 
at 535 West Pearl Street for Moses Lipshitz. 

Other Cities in the State. 

The city of Bloomington is going to have a modern 
purifving plant for its municipal water system and work 
on the new plant will be started soon. This fact became 
known a few days ago, when members of the city coun- 
cil returned from an inspection trip to Bedford to inspect 
the system of water purification there. The councilmen 
were accompanied by C. H. Hurd, engineer for the In- 
dianapolis Water Co., who has been employed to draw 
up plans for the plant. 

Robert James, formerly owner of a small plumbing 
shop at Vincennes, has opened up a new establishment at 
Mitchell, Ind. 

The Orth Plumbing Co., of Lafayette, has been awarded 
the contract for installing the heating and plumbing sys- 
tems in the new Darby Building at Kokomo. 

H. M. Mosely, of Berne, was the successful bidder 
for the plumbing and heating contracts on the new addi- 
tion to the Progress Furniture Company’s store at that 
place. 

The Fox Plumbing Co., of Markle, has been awarded 
the contract for the installation of the plumbing in the 
new $15,000 school building at Columbia City. The heat- 
ing system in the building will be put in by the Na- 
tional Heating & Ventilating Co., of Indianapolis. 

Hipskind Heating & Ventilating Co., of Wabash, has 
received the contract for the installation of the plumbing 
and heating in the new addition to the Wabash Canning 
Co.’s factory at that place. 

Burke Bros., 521 Washington Street, Gary, will instal! 
heating and plumbing in two new two-story flat buildings 
in that city. One of the buildings is to be erected for 
M. Geronctte at 5772 Carolina Street, and the other is to 
be erected for H. B. Lee, at 449-451 Jackson Street. 

The contract for making alterations in the plumbing 
and heating systems at the Farmers Trust Co.’s Build 
ine at Fort Wayne, has been awarded to the Fort Wayne 
Plumbing & Heating Co., 1007 Harrison Street, Fort 
Wayne. 

C. H. Maloney, 548 Washington Street, Gary, has re- 
ceived the contract for the installation of the plumbing 
and heating in the new $80,000 dormitory that is to be 


erected for the Gary Land Co. 


» 


r 





M. H. Hertzel, of Muncie, Ind.; George Taylor, of Van Camp 
Hardware & Iron Co., Indianapolis; ‘“‘Sv’’ Martin, of H. P. 
Martin & Sons Co., Owensboro, Ky., and Lewis Phillips, Man- 
ager of the Indianapolis Branch of Kohler Co., Kohler, Wis. 
From Photo taken by one of “Domestic Engineering's’ Repr 
sentatives on a recent trip through Indiana. 
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See 

J. O. Mills, operating a string of restaurants in Cin- 
cinnati, Columbus, and other Ohio cities, has decided 
upon improvements to his Cincinnati place, located on 
Government Square, and he also announces that he will 
build an eight-story hotel in Columbus, where he oper- 
ates three restaurants. 

J. I. Gibbons, of the new Gibbons Hotel Co., operating 
the hotel in Dayton formerly known as the Algonquin, 
has let contracts tor the addition of forty-tive sleeping- 
rooms to the hotel, all of which will have bath and toilet 
facilities. The rooms are in a part of the original build- 
ing which was not completed. The cost of the work will 
be about $30,000. 

The plumbing shop of Richard Nash, 329 East Fifth 
Street, Dayton, was one of the several establishments 
whose fronts were smashed by runaway electric cars a 
short time ago. The cars broke away from the express 
car which was drawing them, and sped down a hill, leav- 
ing the tracks at a corner and dashing into the nearby 
buildings. The property loss occasioned amounted to 
$40,000. 










Pennsyl 


Pittsburgh and Vicinity. 

Practically all the members of the Pittsburgh Master 
Plumbers’ Association took an active part last Tuesday in 
an unusual event which was a direct result of war time 
conditions. The chamber of commerce conducted a re 
union and jubilee in place of the annual trade extension 
tours which have been an annual feature of Pittsburgh 
manufacturers, jobbers and wholesalers for the last fifteen 
years. This year the junket was abandoned for patriotic 
reasons, but the reunion and jubilee was substituted in 
order to keep interest alive. The gathering took place in 
the Chamber of Commerce headquarters, where a luncheon 
was served at 1 o'clock Sam F. Sipe, acting chairman of 
the trade extension committee, presrded. Four minute 
addresses were made by President G. S. Oliver, Mayor 
EK. V. Babcock, Congressman James Francis Burke and 
former President Robert Garland. 

Tremendous activity has been created in the building 
trades in and about Pittsburgh by the announcement that 
the United States Steel Corporation is to erect and oper- 
ate for the United States government one of the great- 
est munition plants in the world on Neville Island, in 
the Ohio river, just below this city. 

Rumors that “something big” was about to be pulled 
off in the industrial line here have come to a head and 
the fact that about $70,000,000 is to be spent in a con- 
structive way has led to all manner of building activity. 
It is said that there will be not less than 25,000 men em- 
ployed in and about the plant when it is completed, and 
this will necessitate construction work of almost every 
character. Most of these men, it is said, will have to 
he recruited from other places, and housing facilities are 
now as scarce as the proverbial “hen’s teeth.” 

There will be hundreds of men engaged on the erection 
of the big plant, and these men and their families will 
have to be taken care of. The housing problem has not 
yet been given any publicity, but there is no doubt that 
this important feature of the munition works is receiving 
careful consideration by the government and corporation 


officials who will have charge of the job. 
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Warming the feet in hoe. +c! 
Comfort without injuring ‘ 





the shoes or marring the finish 
of the Radiator. Attaches to 
any Radiator in five minutes. No tools needed. 


A Sales Booster 
With A Profit 


The Comtort Rail affords you an opportunity 
to get extra business without expense and with 
very little effort. Every building that has a radi 
ator is a live prospect. 





You can easily make a sale by simply saying 
a few words about the comfort and convenience 
it gives and explaining how it saves shoes, pre 
vents scratching and marring of radiator and al 
lows one to place his feet in a comfortable posi 
tion where the temperature is warmest. 


It’s just the thing to fill the gap from lack of 
new business. 


Made of pressed steel heavily nickel plated 


Will last a lifetime. 












Let us give you the details. Sign and 
return the coupon today. 


THEXTON 


THEXTON eed. 
MFG. CO.., nd im fu poet 
313 Third Ave., S. he a de | ni 


Minneapolis, 


Minn. 
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oO Authorities discourage the building of houses on the 
island as it is contemplated that in time the entire avail- 
able area there will be used for the works, yards, etc. 
Thousands of homes and other buildings must neces- 
sarily be erected in the vicinity of the plant in the very 
near future. 

Pittsburgh architects have taken under very careful 
consideration the letter recently sent out by the Ameri- 
can Institute of Architects, with relation to the federat- 

re) ing of the whole building industry of the United States 
in order to assist the government. Undoubtedly the dis 








trict will be ably represented at the meeting to be held 
\ at the Engineering Society’s building, on West 39th 
\ street, New York City, June 7th. 
\ Bids on new plans are being taken for a bakery at 
lexington and Penn Avenues, for the Ward-Mackey 
siscuit Co. Bartberger & Fisher, Westinghouse Build- 
” | ing, are the architects. 

Bids are being received for a Sunday school building 
at Bidwell and Liverpool Avenues, for St. Luke’s First 
Presbyterian congregation. The building is to cost about 
$10,000, No date has been set for closing the bids. C. 






Your 


Money’s 
Worth 


—and then some 


W. Hedgdon, Penn Building, has the plans. 

Xk. B. McDaniel, of New Brighton, has the contract for 
building a church at Ambridge, for the Holy Redeemer 
Catholic congregation. 

The Duguesne Construction Co. has the contract for 
a parochial school building on Boggs Avenue, Mt. Wash- 
ington. Carl Strong, Mellon Bank Building, is the archi- 


o 
tect. 

What is it worth to you to know with- The Proposed New Building Code for Pittsburgh. 
out figuring, that at the end of the year Just about three years ago the Pennsylvania State 
your profits will come out right? You Legislature passed a bill repealing the state building 
can have this information at your finger's laws, effective January 1, 1916. 
end by getting a copy of the Shortly after this bill was signed by the governor, 


Pittsburgh city council appointed a Building Code com- 


& Fat 
WISSIONL. 
la Or rice 00 To secure the best men for this commission, appeal 
was made to the various associations interested in the 


welfare of the city to suggest the name of a member 


It gives the List, Net and Resale fig- for appointment. 
ures accurately on each standard article Two of the gentlemen honored by having been ap- 
handled by the plumber and steamfitter. pointed, were: J. Charles Wilson, representing the 
Requires but a moment to turn to the item Builders’ Exchange. and George H. Danforth, represent- 
desired. ing the Engineers’ Society. 


The Chamber of Commerce suggested the name of 


Conveniently bound in flexible loose é ; ‘ “- 
; “i : Sidney F. Heckert, who was appointed and made chair- 
leaf binder, and in addition we furnish ; oe or 
fue bow wn wen. waked dees ‘weer man, of the commission. 
7 h 4 Ss fs . 9 ; a The commission employed John A. Ferguson, an en- 
rice changes. o1ze ‘ : : ; ;' aa 
P & a a oo cineer, formerly in the employ of the city in the Bureau 


of Building Construction, to gather statistics and other 
valuable information preparatory to drafting a Building 
Code for the City of Pittsburgh, which would be such 


Why waste time figuring and run risk 
of errors? 


The Bradford Price Book will be sent that would permit of buildings, particularly working 
on 15 days trial upon receipt of your men’s homes, to be erected at the lowest possible cost 
check for $12.00, and money refunded consistent with the best sanitary conditions, fire preven- 
if not satisfactory. don and satety in construction. 


The members of the commission have worked long and 

Send your order now. hohe 
faithtully, devoting two evenings each week to this work 

without compensation, and have now progressed to a 
Sample Sheets on Request. place where they are about ready to have their work 


approved by the council. 


Mr. Ferguson has devoted his entire time to this 
mM”. ra or work and has attended conventions and meetings in dif- 
o 


ferent parts of the country, wherever he felt he might 


Department C be able to secure information which would be valuable 
in his work. 
> + . 
7 Maple Street Quincy, Mass. All members of the commission have made a great 
. sacrifice of time and Mr. Heckert will tell the builders 
0 re) all about the new Code and the work this committee 
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has performed and Mr. Ferguson will answer any ques- 
tions. 

When the new Code is finally passed the Pittsburgh 
architects and builders can feel that this has been a step 
forward in the matter of conservation and preparedness 
for the great building activity which is bound to come 
after the war. 

The architects and real estate dealers are also vitally 
interested and have been invited to attend the luncheon, 
which will be the last builders’ luncheon until next fall. 

Wilkes-Barre and Vicinity. 

The contract for the $100,000 market house building has 
been let by the East Market Street Business Men’s Associa- 
tion and work is now under way. Walter C. Williams, of 
Wilkes-Barre, was the successful bidder on the plumbing 
and heating installations. 

Allen & Feld, of Wilkes-Barre, have secured a good sized 
plumbing contract in connection with the remodeling of the 
building at 25 North Washington Street. 

Joseph Mirmak, of the north end of Wilkes-Barre, has just 
completed the installation of modern plumbing and heating 
systems in the “Liberty” moving picture in that sec- 
tion. 

M. F. Clark has secured a $400 plumbing contract on a 
single dwelling of South Sherman Street. 

Max Robin, of Wilkes-Barre, is installing modern plumb 
ing and heating systems in the Robbinow residence on East 
Market Street. 

Michael Iserlo, of Plymouth, who embarked in the plumb- 
ing business a little over a year ago is installing modern 
plumbing in John Syrinski’s residence. 

kred J. Andes, of Wilkes-Barre, has almost completed his 
contract for plumbing and heating on Harrison’s three family 
apartment on North Pennsylvania Avenue. 

John M. Parry, of South Wilkes-Barre, has completed the 
plumbing and heating on three double dwellings for the D., 
L. & W. R. R. Co. at Warrior Run, and has just been award- 
ed a contract by the same company for three more dwellings 
at the same place. 

Fugene Krause, of 158 South Main Street, Wilkes-Barre, 
who has been indisposed for several weeks, will return to his 
duties at Langley Field, Virginia, where he is with the United 
States Governmental Aviation Experimental Station in the 
capacity of aviation mechanic. Mr. Krause had been for 
many years in the plumbing and heating business in this 
city, his establishment being located at 33 South Pennsylvania 
Avenue. 

Edwin Wheeler, of Wilkes-Barre, formerly traveling sales- 
man in the heating line, has “quit the road” and will leave 
at once for Shickshinny, Pa., to take charge of the plumbing 
and heating business of J. D. Woodworth & Sons at that 
place. 





New dersey 


Edw. F. Kelley, of Camden, has moved his plumbing 
establishment to 19 South Third Street, where he has 
an attractive show room. 

Jas. B. West, Jr., has closed his plumbing business at 
444 Pine Street, Camden, to accept a position as super- 
intendent of plumbing for the New York Ship Building 
Co. 

J. Pontier, of Passaic, has sufficient work on hand to 
keep his organization busy for some time. His contracts 
include the steam heating in a residence on Sherman 
Street for S. Bailek, the plumbing in two new residences 
on Howe Avenue, similar work in two new residences on 





ENGINEERING 


How Am I to Keep 
My Shop Busy 
During 1918? 








One of the best ways is 
to sell and install *Pitts- 
burgh” Automatic 
Water Heaters. New 
buildings are not neces- 
sary to secure this busi- 
ness. Many of the 
homes of your customers 
should have an Auto- 
matic Water Heater, and 
probably the only reason 
they have not is because 
you have not tried to sell 
them one. 


Send us a list of ten pros- 
pects and we will guar- 
antee to sell for you at 
least 10% of all such 
lists. 


Now let us have your list 
promptly. 








Pittsburg Water 
Heater Co. 


Pittsburgh - Pa. 
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Henderson Street and one on Brook Avenue for Mr. 


WAR C O Hettema, and the plumbing and heating in Mrs. Robert- 


son’s residence on Belmont Place. 


Floor and Ceiling Plates Cornelius Vandervhiet, partner of i. M. Jones, ot Pas- 
saic, is now in camp at Merrit, N. J., preparing tor the 
Substantially made of heavy fisht for Democracy. 


stamped steel. May be cut to 
fit any conditions. Adjustable. 
Unbreakable. 

Hinge and catch new in con- 
struction and invisible when 
plate is closed. 

Nickeled on copper. Highly 
polished. Sizes, %-in. to 3-in. 

Write for prices and details. 


W. A. RUSSELL & COMPANY 
63 W. 37th St., New York City 


Connecticut 


Bridgeport master plumbers have been notified that all 














licenses expire on June Ist, and all persons desiring to 
continue as masters after that date must obtain a new 
license. 


The contract for steam heating in a new round house 








and other buildings being erected at the Cedar Hill yards, 
New Haven, for the New York, New Haven & Harttord 


Railroad has been awarded to R. R. Bill & Co. of 











Springtield, Mass. The contract is an important one. 
Hugh McPartland, of New London, and Samuel Scrib- 
ner, of Bridgeport, master plumbers, have filed petitions 
in bankruptcy with the federal court at Harttord. Scrib- 
ner schedules unsecured liabilities of $2,649. McPart 
land’s liabilities are listed at $6,202, and his assets are 


The Boston 


Grease Trap 


is pronounced the most efficient 
trap on the market, wherever it 
is in use. 

Separates all grease from 
waste water and retains it so 
that pipes will not become 
clogged. 

Special clean-out feature. 
Handhole is extra large, making 
it easy to remove grease. 

Price within reach of all. 

Write for details. 


R. Estabrook’s Sons 


scheduled at 35,600. 

Contracts are soon to be awarded at Harttord for a 
new schoolhouse to contain 14 class rooms, library, hall 
seating 600, gymnasium and swimming tank. Estimates 
also are being received at Hartford for heating, plumb- 
ing, sprinkler work and other sub-contracts in connec- 
tion with a new warehouse to be erected on Windsor 
Street in that citv for the Allied Tobacco Company. 

















Ist and C Sts., South Boston, Mass Feeks & Rutz, of Stamford, have recently moved their 
plumbing and heating establishment into new quarters in 
that city. As a side line the firm has just decided to 





“LYROCO” 


Low Pressure Direct aan | = 
Return Trap 2 MN 


PARNATAANANTOOALA 


; - 


For all types of = 


Bie 2, roa cam Steam Heating Systems 


Eliminates Air, 
Promotes Circulation, 
Saves Fuel 


Write for full information 





Manufactured by 


LYTTON-ROWE MANUFACTURING CORP. 

108-118 Scott Street NORFOLK, VA. , 
Originators of This Style Trap ; 

> = « a 


Fun Ector) Ee as 


enone mee 


é¢ 9? V The New Plumbing and Heating Establishment of Feeks 
- apor all acuum Rutz, in Stamford, Conn. 
© nd . 7 . . . 
Specialties Save Fuel carry kitchen furnishings, as can be seen in the show 
window in the accompanying picture of the firm’s new 
business home. 
Morgan, the New Haven master plumber who 














& 


Our Booklet on modulated and Vapor eee 
heating is full of instructive matter. It also caged ige i , wen | 
: - > a8 died recently, left an estate valued at $125,000, according 
illustrates and describes our specialties. to the schedule tiled with the probate court by his widow. 
Send for your copy. Among the bequests in the will was $3700 in cash and 42 
shares of New Haven railroad stock left to the Masonic 


Haynes Selling Company Home at Wallingford, Conn. 


H. A. Cohen, of New Haven, has the contracts for 


1711 Sansom St. Philadelphia, Pa. plumbing and heating in four three-family houses on 


Thomas Street, West Haven, for J. D. Kauffman. 
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Boston and Vicinity. 
Three former national presidents, Daniel G. Finnerty, 


David Craig and James S. Cassedy, are among the dele- 
vates named to represent the Master Plumbers’ Associa- 
tion of Boston and Vicinity at the National Association 
convention in St. Louis next week. Probably no other 
state and certainly no other city, will be represented at 
the convention by a similar delegation. The Massachu- 
setts party left today, Saturday, for St. Louis in charge 
ot J. Preston Perham, former state president, and Edwin 
\V. Cox, president of the Boston association. The com- 
pany was not as large as in some tormer years but the 
Bay State nevertheless will be well represented at the 
convention. Among others in the party were: KE. W. 
Cox, Boston; Daniel F. Carroll, R. J. Welch, M. O’Day 
and two daughters, of Lowell: Daniel F. Loan, A. E. 
McDonald, Messrs. Tucker and Field, of \\orcester; 
Jas. S. Trow, of Salem, and Mr. and Mrs. Wm. H. Sullivan, 
of Fall River. 

The State Association of Master Plumbers, by a refer- 
endum vote of a majority of the members, has increased 
its dues from $6 to $8 a year. At the recent state con- 
vention it was voted to increase the dues but left with 
members to decide whether it should be to $8 or $10. 

Thirteen [Lowell men and one each from New Bedford, 
Haverhill, Dorchester and Andover, took master plumb- 
ers’ examinations before the state board of examiners of 
plumbers at a session held at Lowell on May isth = In 
June an examination will be held at Pittsfield. The board 
meets every month in Boston, and twice a year in Fall 
River. Lowell, Worcester, Springtield and Pittsfield. 

The plumbing firm of Moseley & Maschin, of West- 
field, has a service flag with five stars in honor of em- 
ployes who have entered the service. The young men 
represented by the stars are Corporal Milton F. Gardner, 
Corporal Alfred E. Goodhind, Frank Meserve, a naval 
reservist: Private Henry Giguere and Private Charles 
Consofsky. 

J. Preston Perham, of Boston, former president of the 
Massachusetts State Association of Master Plumbers, has 
heen presented by the association with a handsome mahog- 
any mantel clock as a token of appreciation for his service 
last year. The gift was voted at the annual convention 
last month and was made at a recent meeting of the 
directors. 

Oe —_ — 
Rhode Island 
——t el fee . LE ee BE ee SE ee BE cen 


Willam M. Keller has the contract for plumbing and 


(;eorge lee that for heating in a new fire signal station 








7. 





for the city of Providence, work on which already has 
been started. The building will be of brick, two stories 
in height and of fireproof construction. 

The Frank Dupuis Co. of Providence has the contract 
for plumbing and the Allen [hire Department Supply Co. 
the heating for a dormitory on Hope Street, Providence, 
for the Rhode Island Institute for the Deaf. The build- 
ing will be of brick, three stories high, 35 by 110 feet. 

The C. 1. Pigney Company of Providence has the gen- 
eral contract for a complete plant at leacedale for the 
Rocky Brook Mills Company of New York and will let 
sub-contracts soon. The proposition includes the erection 
. hoiler house 


of a weave shed, picker house, dye house. bot 
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“CROWN”? 


’ " ae . ° 2° Dp; sac 
Guaranteed Tools and ‘‘Easy Cutting’’ Pipe Dies 
“CROWN DIES” are “SCIENTIF- 
ICALLY MANUFACTURED.” The 
teeth are “MILLED” not merely 
tapped as the ordinary Die. This 
is why “CROWN DIES” are the 
“BASIEST CUTTING” Dies on the 
market. They are the “BEST” 
Dies made and In the long run the 
“BEST” are the “CHEAPEST.” 
Therefore, when ordering dies 
specify and insist on “CROWN 
DIES.” 
Your jobber has them or can get 
them for you. 

Write tor our catalogue. 

Manufactured by the 


Crown Die & Tool Ce., 555 W. Monroe St., Chicago 


Mfrs. of ‘‘Crown’’ Pipe Cutters, Chain Post Pipe Vises | 
Stocks, Etc. 




















Ge fa wae 


THE “DIAMOND H” TRADE MARK 
IS A GUARANTEE OF QUALITY. 


LOOK FOR IT ON ALL 
PLUMBING BRASS GOODS 


ATTRACTIVE PRICES IMMEDIATE SHIPMENTS 
WRITE FOR A CATALOG. 


THE HAYDENVILLE COMPANY 
HAYDENVILLE, MASS. 
Since 1845 











Myers Cog Gear 
House Pumps 


From the outside most 1 
pumps look alike to the Wotnen 
of the home, but why if come 
to pumping the water it i st! 
entirely different proposition 

yO Selling the Myers line of 
Kasy Operating Large Capacits 
House ind = Cistern Pumps you 
have both neatness of design and 
finish ana thre SOV yee Kivilig 
qualities, which combined wit 
the Myers Methamdl of Display 
prodluce the lesired re rit inv thre 
way of numero profitable anal 





Siti-factory sale 


Colored circular om request 


F. E. Myers & Bro. 
Ashland, Ohio 











Mis liberal 

offer is for plumbers 

who have never used BLUE 

SEAL. It gives an opportunity to 

try at our expense the original Money Back 
Drain Pipe Solvent. 

Cut out this advertisement, mai! it direct 
to us with your own address—and your 
jobber’s. We will then send you, trans 
portation charges prepaid, six one dollar 
cans (2 Ibs.) BLUE SEAL 


DRAIN PIPE SOLVENT 


Use these six cans according to directions 
to clear waste and drain pipe stoppages 
If the Solvent does all we claim for it you 
are to send us $3.60 (special price for 
plumbers) within = days. If not the 

l costs you nothing. 
oie.0ee stuenbere now use Blue Seal. Over 
300 jobbers stock, sell and recommend it. If 
you haven’t used it, this is your opportunity. 

BLUE SEAL CHEMICAL CO. 
417 E. (6th St. New York 
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TEN-DAY FREE TRIAL 


are so sure that the 
Martin Portable Vise Stand and Pipe Bender 


will please you that we will send one and let you 
try it out for ten days. We will take it back if 
you are not entirely satisfied with it. We know 
you will be pleased when you find out how much 
money it will save on every job. Requires no nails, 
acrews or fastenings. Patented Jan. 26, 1915. 
Write to-day for our offer. 


H. P. Martin & Sons, 621 E. 2nd St., Owensboro, Ky. 





Stands Securely 
Anywhere 











Hause Pipe Joint Cement 


sets like gum, allows no leaks. Manu- 
factured in both ready mixed and pow- 
dered form. Powdered form can be 
mixed with any grade of cheap ma- 
chine oil. 

Ask your Jobber for prices or write 
us direct. 


The Chas. F. Hause Mfg. Co., Inc. 
Omaha, Nebraska 











SUCTION PUMPS and Complete Water 
Supply Systems, 

purnping capacities 120 to 1,000 gallons per hour. 

lfficient Deep Well Pumps with Hyatt Roller Bearings and 

silent chain drive, pumping capacities 150 to 2,000 gallons 

per hour Write for bulletins and price sheets. 


The Dayton Pump & Manufacturing Co. 
Cleveland, Ohio, DAYTON, OHIO New York, N. Y. 
Leader-News Bidg. 30 E. 42d Street 











THE LILGER LAUNDRY 
BIBB CONNECTION 


is a practical device for laundry 
tray improvements. Easily at- 
tached. Holds bibb in place py 
nut and washer arrangement. 
Leak-proof. Saves time aad 
money 

Order from your jobber. Write use for circular. 
THE LILGER COMPANY 
1246 W.72nd Place, Chicage, Ill. 




















Semi-Finished, Pol- 
ished aluminum 
wheel Style N. 
Style O—Heavy 

rough pattern built 

for service. 





STYLE N Beth shown in cataleg D 


KINSEY & MAHLER CO. Peoria, Ill. 




















Watch This Space! 
BARGAINS! 


100 114” Penberthy Regrinding Globe Valves. 
60 %” Walworth Gate Valves. 
1”, 1%”, IY” and 2” Ex. Heavy P. & C. 


Yen” Galv. Drop Ells. 
1” Galv. 45° Street Ells. 
1iAxtly”, IY%xl”, 1x3%4”, %xYy” Galv. Mall. 
Ells. All new. 
In what are you interested? What quantity? 
1000 lbs. 34” Second Hand Caps, 10c Ib 


GWILLIAM SUPPLY CO. 


615 Christian Street Philadelphia, Pa. 











and office building, and the remodelling of a three-story 
mill building now occuping the site. 





c~ ~“- 
Maine 


The Saco-Lowell Co., of Biddeford, is to build a large 
addition to its machinery manufacturing plant, work on 

















which is to begin at once. The contract has been placed 
with the Flynt Building and Construction Co. of Palmer, 
Mass., and calls for a brick and stone building, 254 feet 
long, 60 feet wide and six stories high. Contracts for 
plumbing and heating have not yet been let. 

Charles Madsen, son of Christian Madsen of Portland, 
president of the Maine State Association of Master 
Plumbers and of the Portland Master Plumbers’ Assocti- 
ation, was badly injured recently while riding a bicycle 
when he was struck by an automobile. 
STE a o_o ee —__ ee, 


Minnesota 


EE TS OS OT OE oe 


St. Paul and Vicinity. 

M. J. O'Neil has been awarded the heating and plumb- 
ing contract for work in connection with the reconstruc- 
tion of the west wing of the main building at the state 
asylum for the insane at Hastings, Minn. The figure 1s 
$7,399. 

In St. Paul, at the recent city election under the com- 
mission form of government, John D. Hyland, a master 
plumber who for the past two years has been commis- 
sioner of parks, playgrounds and public buildings was de- 
feated for re-election, barring the outcome of a possible 
contest. 

St. Paul plumbing permits of recent issue include one 
to I. J. Spriggs for a job for the Eisenmenger meat com- 
pany on Wabasha Street. This job is valued at $1,000. 

Wagner & Tschida took out a permit for plumbing work 
on a one-story frame belonging to P. Scholtis, 1270 Blair 
Street. 

John Katzenmaier will do the plumbing work on a new 
residence at Montrose and St. Clair Streets. 

Carl W. Rascher took out permits for plumbing work 
on a house at Portland and Hamline Avenues, and on a 
building at Snelling and Goodrich Avenues. 

William Weyh will install the plumbing in the Paul 
School house at Clermont Street and Burns Avenue. 

Other permits for plumbing work follow: To Leo C. 
Peyer, house at 90 West Robie Street. To T. J. Clark, 
Perry-Frey Co.’s house at 1805 St. Clair Street. To P. J. 
Leonard, house at Selby and Wheeler Avenues. To 
J. W. Martin, Wahlberg house at DeSoto and Lawson 
Streets. To J. A. Mauritz, F. Frost house at Stinson and 
Gualtier Streets. To Thos. J. Clark, Peters Home Build- 
ing ~~ house, 333 Burgess Street. To Paul F. Manteuf- 
ye A. Peterson’s house at 1447 Portland Avenue. To 

aa Thos. McDermott’s house, 1322 a Street. 





i Wisconsin 


The Master Plumbers’ Association, of Waukesha, held 
its annual cuting at Lake Beulah, near that city, on Satur- 
day, May 25th, with a good attendance. 

W. E. Graham has recently opened a plumbing and 
heating establishment at 137 Broadway, Waukesha. He 
would like to receive catalogs from jobbers and manu- 
facturers of plumbing and heating goods. 
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San Francisco and Vicinity. 
Contracts will soon be awarded to the lowest bidders for 





the plumbing and wiring on the following buildings: Altera- 
tions amounting to $10,000 on the French Hospital, at the 
corner of Geary Street and Fifth Avenue; a $25,000 Class 
“C” store and loft building to be erected on Mission Street, 
near Eighth Street; two two-story apartment houses for C. 
E. Cumberson, to be divided into four and six-room apart- 
ments, and to cost $22,000; a six-story Class “C” store and 
loft building for the Federal Bank Building, at the south- 
west corner of Battery and Commercial Streets, to cost 
$50,000, and the $35,000 Finkle apartment house, to be erected 
at the corner of Pine and Stockton Streets. 

Thos. F. Leary, general manager of the H. Mueller Manu- 
facturing Co., has moved from 589 to larger quarters at 635 
Mission Street, where he will have more room for display 
purposes. 

The Mills Estate Co. is planning to add five stories to its 
office building on Bush Street, near Montgomery Street at 
a cost of $150,000. Bids for the plumbing and steam heating 
work will be called for in the near future. 

The Pacific Gas Heating Co. has been incorporated in San 
Francisco with a capital stock of $5,000. The subscribers and 
directors are: M. J. Purcell, L. C. Mars, S. J. Jones, A. G. 
Purcell and K. L. C. Mars, all of San Francisco. 

The White House, corner of Sutter Street and Grant 
Avenue, has awarded the general contract for an additional 
story to its department store, at a cost of $100,000, Sepa 
rate bids will be asked for the plumbing. A steam heating 
plant will be installed. 

The Gilley-Schmidt Co., San Francisco, has been awarded 
the contract for installing the steam heating and oil burning 
systems in a two-story flat building on Palm Avenue. The 
contract amounts to $2,100. 

FE. M. Coffin, Oakland, won the contract for the electric 
wiring work on a garage at 75 South Twenty-first Street. 
Oscar Zeis will install the plumbing. The total amount of 
the sub-contracts will come to about $15,000. 

Other Cities in the State. 

All bids for the construction of the Rio Vista Joint Union 
High School Building, Solano County, have been rejected 
and new bids will be called for in about six months. 

The Board of Education of Los Angeles is advertising for 
bids for furnishing all labor and material for the installation 
of plumbing in the sanitary building to be erected on the 
Amelia Street school site. ’ 

Contract for all work for the alterations and additions to 
the auditorium and two class-rooms for the Mt. Diablo Union 
High School have been awarded. Thos J. Kennedy, Marti- 
nez, Cal., will put in the steam-heating plant at a total cost 
of $4,295, the boiler and pump installation amounting to 
$1,200. 

W. E. Milwain, Albany Building, Oakland, is calling for 
bids for the one-story addition to a store and apartment 
building on San Pablo Avenue, to cost $30,000. 

An ordinance has been adopted by the City Trustees of 
Sanger, providing for the issuance of bonds to the amount 
of $15,000 for the extension of the municipal sewer system 
and the acquisition of real estate for and the equipment of 
a sewage disposal works site. 

Spiersch Bros., 25 Park Place, Richmond, will install the 
plumbing system in a toilet building for the Richmond schoo] 
district for $1,897. 

The Board of Education of Hollywood has awarded the 





PORTABLE SHOWERS 


SPECIAL PRICES IN DOZEN LOTS 


SHOWERS OF ALL DESCRIPTIONS 
GOETZ Brass COMPANY 


630 N. FRANKLIN St. ICAGU, ILLINOIS 














eee IRON CLOSET BENDS 


PLAIN OR TAPPED 
4 in. dia. 12-15-18 in. long 


Wolverine F’dry Co. 
wn wes 

4 il nurac ! I; oller 
Is v ent Cary ( 

ss il kK i rae Ny ts, 


aie 
Laundry Tub Legs, 

















Makes a joint stronger than the 

metal sodered anda shade less 

than three times as strong as 

where muriatic acid flux is used. 
SANMNMPLI FREI 


L. B. ALLEN CO., Inc., 4526 N. Lincoln St., Chicago 
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“FEMCO” Specialties 


A standard line of Plumbers’ Brass Sup- 
plies with an established reputation for 


Quality Service Originality 
WRITE FOR PRICES AND DETAILS 


Frost Manufacturing Co. Kenosha, Wis. 











DESOLVO Clears Clogged Pipes 


The Original and Only pipe cleaner that can be used 
successfully with Cold water. 
Used by progressive plumbers everywhere. 
Order from your jobber. 


The Chamberlain Company 
Manufacturing Chemists Pittsburgh, Pa. 
K-K Cleans closet bowls “‘the sanitary way. 








No. 2A Thermostat 


MEG. CU: 
heaters or equivalent. Has 


BERTSHAW |<<" 
We Make All Since 





The atandard for 30-40 
gal. boilers, and single coil 














UNCLE SAM has tested our 
STANDARD PORTABLE VISE BENCH 
AND PIPE BENDER 


and same has proved satisfactory. HE is now 
one of the THOUSANDS of satisfied users we 
have. Drop us a line and we will send you 
full particulars, or ask your jobber for same. 


STANDARD IRON WORKS 
508-10 E. 74th Street, New York City 

















If you want a salesman, foreman or 
workman, advertise in the Classified 
Department of “Domestic Engineering.” 
Used by the best houses in the trade. 
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general contract for the erection of an additional building for 

OYA the Hollywood High School, at a cost of $57,897. Separate 
bids will be asked for the plumbing and electric wiring. 

Over $1,000,000 is being spent on the estate of Miss Lolita 


Mixing Valve for Showers Armour 


: : . , of servants’ bungalows 1s now under construction. Bids are 
Simple in Operation—-Few Working Parts. 











at Montecito, near Santa Barbara, where a colony 


being received for the plumbing and wiring of the residence, 
which will be started in the fall. 

The Board of Education of Los Angeles, is receiving 
bids for furnishing all material and labor for the installa- 
tion of plumbing in the sanitary building to be erected 


on the Selma Avenue school site. 




















Write for Catalogue. Al a b ama 
THE ROYAL BRASS MFG. CO. CLEVELAND, OHIO -_ 
The Du Pre Co., of Attalla, is one of the long estab 





lished and prosperous business concerns in the state. Mr. 


The Riverside Riveted and Brazed Seam Du Pre reports that the plumbing and revegie sor ni aga 


of his store has experienced considerable activity in re 











Homogeneous stee! of high Galvanized inside and out with = t] 
tensile strength — made heery coat of pure Jophn speter~ cent months. — 
especially for the Riverside a = insuring long life to every Riverside The Reeves-Elebash Electric Co., of Tuscaloosa, has 
= been awarded the contracts to install the plumbing and 
Wf, YY yyy) heating systems in the J. D. Henderson properties and 
* : MQ in ten bungalows 
The Koeppel-Quarles Plumbing Co., of Tuscaloosa, has 
rece r alle ing an eating systems in sev- 
Large rivets closely spaced — Brazed with pure b recently installed plumbing and h tin; syste S slr 
Hrs pont high efficiency solder—an ertra precaution eral residences and bungalows and in the First Baptist 
ond large factor of sa fo mok Ar : phieeis —— 
i Tosey Pir sae tt iat church, and the Standard Oil Filling Station. 


The Pace & Jones Plumbing Co., of Gadsden, has been 


The Strc gest and Tig est Seam on any Range Boiler awarded the contracts for installing the plumbing and 


Riverside Boiler Works, Inc. heating systems in a school annex, an oil company build- 


Cambridgeport, Mass. ing and several residences. 
The Standard Plumbing & Heating Co., of Gadsden, 


has secured the contracts for installing plumbing systems 
in three residences, the Gadsden General Hospital, and 
the bkirst Methodist Church Annex. 
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Adjustable Shower Trap c_ 
oy 
ituar 


embodies the double 
drainage principle. 

Used by¥ most discrim- 
inating plumbers. The 
trap you will prefer after 
giving it a trial. 











Cast iron, black or galv- 
anized. Tapped 2-in. iron Edward Hauska. 
“—. make a complete idward Hauska, until recently engaged in the plumbing 
VEL Te nd famous MAR- business at 5338 West 23rd Street, Chicago, died on May 
Order 7 your jobber. “2nd in his twenty-fourth year, following an attack of 
pneumonia. 
DETROIT MARVEL BRASS MANUFACTURING CO. George Herbert Hillyard. 


326-332 Rivard Street, Detroit, Mich. 








George Herbert Hillyard, third vice-president of the 
L'nited Association of Plumbers, Gas and Steam Fitters 
of the United States and Canada. died at the Homeo- 


Positive Control pathic Hospital at Rochester, N. Y., his home city, on 


Friday, May 17th. Mr. Hillyard had a large circle ot 















































on each radiator insures economy | 
for your patrons, if you use >< , , , . : . 
ADSCO HEATING friends among the plumbers in the eastern part of the 
| . ee . 
| country. His wife, two sons and one daughter survive 
Atmospheric System of Steam or = 
Vapor and the “ADSCO’ 111. 
Specialties Eugene E. Davis. 
You can open valve %, %, % and Eugene E. Davis, who retired from business three years 
use only that much = radiator as ye ; he 
weather conditions require—much ago on account of ill health, after many years in the 
the same as you Peden, gas oO! ; ; ; ; iy ; ' 
electricity. plumbing business, died at his home in Montpelier, Vt., 
Write for Bulletin 133-E. on May 8th, in his 51st year. Mr. Davis learned his trade 
Ask for Catalog of ADSCO in Montpelier, and after working for local plumbers for 
Specialties. ; : ; 
some years opened an establishment of his own, which 








AMERICAN DISTRICT STEAM COMPANY he continued to conduct for about 12 vears. He disposed 
General Office and Works, No. Tonawanda, N. Y. ‘ ae “1: = a Sas 
of the business to Clinton Mix when his health required 








Branches: New York Chicago Seattle 
22 that he vive up active work 
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THE CONTRACTOR WHO WENT OVER THE TOP 
IN SELLING RURAL WATER SUPPLY 
SYSTEMS. 





(Continued from Page 3535.) 
his wife, daughter or son rummaged around the news 
papers, this literature stared them in the face. 

Thus the name and fame of Bradley was being im- 
pressed upon the rural mind. Bradley didn’t lay back 
and wait for business. He kept up a constant selling fire. 
He sent a one-hundred per cent salesman, representing 
one of the manufacturers, to see the farmers. He had 
instructions from his sales manager to co-operate to the 
limit with Bradley in getting the tarmers in line for water 
supply systems. The salesman drove around in a big 
seven passenger car, which he rented in town, and he 
took the farmers by storm. He had a great selling talk 
to. hand them. He had catalogs and statistics showing 
the decrease in death rate in agricultural communities 
that have been equipped with sanitary plumbing and 
water supply. He showed them the economy and greater 
convenience of the modern way of operating a farm. He 
would finally depart leaving a batch of literature, contain- 
ing indisputable facts and figures, which the farmer and 
his family could digest between sun-up and sun-down. 

bradley went further. He believed in the old proverb— 
“When thou doest a thing, do it with all thy might.” 
He purchased a mimeograph machine, much to the sur- 
prise of his nearest competitor, who was accustomed to 
plugging along in the old conservative rut. He kept his 
girl bookkeeper busy turning out letters by the hun- 
dreds. In these communications, couched in a snappy 
vein, he concluded with a cordial invitation to rural pros- 
pects to visit his display room when they came to town. 
He later sent out another series of letters inviting them 
to attend a motion picture show in his store on a cer- 
tain evening, at which time the advantages of farm water 
supply systems would be thoroughly demonstrated. He 
inclosed tickets of admission and urged his prospects 
to please come early as the seating capacity of his store 
was about one hundred persons. 

Bradley was relentless in his advertising offensive and 
to the extent that he landed the farmers right and left. 
There was method—and system to his relentlessness— 
and so much so that he soon landed himself in Dun’s 
Pecrage—rank F. He had an undying conviction that 
the farmers could afford to loosen up in these war times, 
because they are the salt of the earth. They needed 
the service he had to sell them. He went at them strong 
in order to prove they needed him. If one selling method 
didn’t hit the spot, he tried another. He knew what he 
was ufter and he was a dead game sticker—his ads. were 
everywhere. Yes, as Joe Fiske rightly said, Harry was 


some bird. 


NEW ZEALAND GOVERNMENT REGULATES USE 
OF TIN PLATES. 

An order published in the Commonwealth of Australia 
Gazette of March 14 prohibits, except in pursuance of the 
fulfillment of war contracts, unless the consent of the 
Director of Munitions has first been obtained, the use of 
tin plates for the manufacture of containers for packing 
rabbits and meat, provided that any person or firm who 
or which was engaged, other than in pursuance of the 
fulfillment of war contracts, in packing rabbits and meat 
during the year 1917, may continue to use tin plates for 
the manufacture of containers for those purposes for a 
period of one month after the date of this order, but only 
to the extent of the average monthly output for each 


purpose during the vear 1917. 
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Double Drainage Shower 
Traps and Drains 


Feature No. 8 


DRAINAGE HOLES 
ORAINAGE PAN 





Two-inch water seal, 
two-inch outlet to sew- 
er, and three-inch bowl 
comply with the strict- 
est buildine code regu 
lations. 

If your Jobber does not 


carry Victor Traps, mail 
your order to us. 


The Victor Brass Mfg. Co. 


Licensed under Patent No. 855017 CLEVELAND OHIO 











OR lasting quality and true capacity 
use “KOVEN” Pure Iron, Double 
Row Riveted, Galvanized Range Boil- 
ers, or NACO Galvanized Range Boil- 
ers made of open hearth steel. These 
boilers may be bought of jobbers every- 
where. 


L.O. KOVEN & BRO. 
50 CLIFF STREET NEW YORE 


























Smith’s Jointless Hot Water Attachments 


are the ONLY ones that 
give water circular motion 
and that have no obstruc- 
tion to the natural move- 
ment of the water. 


Smith’s Maltese 
Heaters 


are made in 8 sizes—can be 
used in any furnace. 


Easy to Install. Highly 
efficient. Thoroughly 
tested. 


Write for Catalog. 


Hero Furnace Co. 
Lake and Dearborn Streets Chicago 























Use Products 


manufactured by 


RAYMOND LEAD WORKS 
BRANCH UNITED LEAD CO. 


735 South Washtenaw Ave. CHICAGO 


If Your JOBBER Cannot Supply 
You With Our Goods, Send 
Your Orders To Us Direct 
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Sell Satisfaction! It Pays! 








When you instal] a tank equippe d with 

i¢ (CHICAGO Dadra VALVE you 
don't need to worry about making re- = 
that cost you mey The CHI- Qa 
(G0) FLUSH VN ALVE cannot get out ~ 
order! Why not sell satisfaction with ~ 
uur flush tank installations t costs N 
> 
| through sur jobber fo} 
Zz. 
heok for the - 
a 
t+] 
a. 


DOUGHNUT float 


Send for Booklet | 





Chicago Pottery Co., 2244, Chicago — 














NIEDECKEN MIXER 


For 
Shower 
Lavatory 
Bath 
Sink 

Etc. 


W rite 
for 
Bulletin 
D-10-X 





HOFFMANN & BILLINGS MFG. CO. 
MILWAUKEE 































OVERTON 
Plumbers’ Adjustable 
Flashing 


Hugs any Pipe—Water Tight 
Fits any Angle — Self Adjusting 


No turning or twisting necessary 
Made of high grade galvanized and copper 
materials. 
Your jobber has them in stock. 
Write for illustrated circular 


Manufactured by 


Duluth Corrugating & Roofing Co. 
DULUTH, MINN. 













TRADE MARK REG. U.S. PAT. OFF. 


7’ SMOOTH ON 


For making hub joints on cast iron 
soil pipes, gas and water mains. 


EASY TO APPLY 
Difficalt joints quickly and easiiy made. 
For sale by sup sly houses. 
Send for our illustrated instruction book. 


SMOOTH-ON MFG. cO., 70 Communipaw Ave. 


5 
JERSEY CITY, N.J 
Chicago Office, 221 N Jefferson St. 
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Heating Department. 

1,262,763. .Pipe Hanger. John W. Farley, Cleveland, 
Ohio. As a new article of manufacture, a pipe hanger 
consisting of a main part and an auxiliary part formed 
from flat sheet metal and provided with segmentally 
curved pipe engaging portions in overlapped relations to 
support the pipe therein, and said main part having a flat 
upper portion provided with a longitudinal slot and the 
auxiliary part having a T-shaped tongue adapted to be en- 
gaged through and interlocked with said slot, the stem of 
said tongue being bent at its passage through the slot to 
bring the cross portion thereof and the flat portion of said 
part at its base flatwise against the flat sides of the 
said main part having a 


— 


main part of the hanger and the 
hole above the slot therein. 
1,262,937. Radiator Casing. Weston M. Fulton, Knox- 
ville, Tenn., assignor to the Fulton Company, Knoxville, 
Tenn., a corporation of Maine. In combination, a dam- 
per-controlled radiator casing having an insulating wall in 
which is formed a pocket, a removable closure for one side 
element heat insulated by 
connec- 


of the pocket, a thermostatic 
said wall from the radiator, power transmitting 
tions between said element and the casing dampers housed 
in said pocket, and other means housed in said pocket 
for adjusting and compensating said element. 



































1,262,937, 


1,262,944. 





| ar =e 
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1,262,944. Pipe Bending Machine. Harry M. Halde- 
man, Los Angeles, Cal. A pipe bending machine compris- 
ing a frame, an endless pipe carrier mounted on the frame, 
pipe clamping means mounted on the carrier, pipe guides 
on the trame, stationary guide rollers journaled in fixed 
relation upon the frame and receiving the pipe thercbe 
tween, a transversely movable pipe engaging and bending 
roller mounted on the frame, means to move the roller 
to either side of the stationary rollers, a second pipe en 
gaging and bending roller laterally adjustably mounted 
on the frame and adapted to be moved to either side of the 
first bending roller, means permitting movement of the 
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second bending roller to either side of the first bending 
roller, and means to bodily elevate or lower the second 
bending roller relative to the tirst bending roller without 
changing the plane of the second bending roller. 

1,263,702. Heater. John Riegel, East Mauch Chunk, 
Pa <A heater comprising two interconnected and _ hori- 
zontally aligned boilers of which one is the delivery boiler 
and the other is a feed water heater connected with the 
said delivery boiler to supply the latter with heated water, 
the said second boiler receiving tiie return water from 
the radiators supplied by the said delivery boiler, the 
said boilers having parallel smoke flues extending from 
front to rear and a furnace on which the said boilers are 
mounted, the furnace having a combustion chamber pro- 
vided with a grate, the rear end of the combustion cham- 
ber connecting with the rear ends of the flues of the 
delivery boiler, a front connection connecting the front 
other to conduct the 
products of combustion from the front ends of the flues 


ends of the boilers with each 


of the delivery boiler to the front ends of the flues of 
the said second boiler, and a chimney flue connected with 


the rear end of the said second boiler. 
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1,264,087 


1.264.077, 


1,265,497. Apparatus for Regulating Heating Systems. 
Everett H. White, St. Paul, Minn. 


a case, a bracket pivoted to the wall of said case, an arm 


A thermostat having 


pivoted to said bracket, a plurality of contacts secured 
to said case in a plane parallel with the oscillation of said 
arm, a finger, a spring on said arm attached to said finger 
for holding the same in communication with any of said 
contacts and still permitting easy oscillation of said arm. 
a weight on said arm for moving said arm in one direction, 
a thermostatic member attached to said bracket opposing 
the action of said weight to cause said arm to move in 
the opposite direction, said thermostatic member constst- 
ing of a pair of double disks connected in series and 1n- 
closing an expansible gas, and a pointer attached to said 
bracket for oscillating it and the said thermostatic mem- 
ber to regulate the degree of counteracting pressure ex- 
erted by said weight on said arm. 

1,264,087. Condensation-Meter Installation. Nathan A. 
Kemmish, Spokane, Wash. The combination with a steam 
boiler and its feed piping, a gravity operated condensa- 
tion meter set above the boiler water level, and a pipe 
for steam pressure equalizing between the steam space in 


the boiler and meter casing, a vertical boiler feed pipe 
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Economical Heating—aA sufticient reason why you should install 


PIE RC DOWN DRAFT 


HEATING BOILERS 
For Steam, Water, Vapor, Vacuum, Heating 

There are other reasons, too: 
1. Magazine Feed. 

2. Down Draft. 

s Smoke Consuming. 

4. 25% Fuel Expense Saved. 
5. 50% Less Attention. 

6. All Cast Iron. 





Manufactured only by 


PIERCE, BUTLER & PIERCE MANUFACTURING CORP. 
NEW YORK Philadelphia 


Syracuse Baltimore Washington 


Brooklyn 
Boston Worcester 


























All Lead Roof Flange 


LEAD PIPE 
Length, 6 inches 
Diameter, 4% Inches 
Made in Angles, 45 deg., 22% deg. and 
Straight. 


No Caulking To Be Done 
Joints Lead-burned — No Solder Used 
Flexible Adjustable 
Economical 


Write for Circular and Prices. 


Eagle 





SIZE OF APRON 
15 inches Square 





Manufactured only by 


The Eagle-Picher Lead Co. 


CINCINNATI, OHIO 





























Use Only the 
ORIGINAL 


Double Drainage Drains 





The Look for 

Standard *“JOSAM” 

of on Every 
America a 


Made by 
JOSAM MFG. CO 


29 S. Fourth St. St. Louis, Mo. 
EASTERN BRANCH: 7 W. 45th St., NEW YORK 
Southern Branch: 
615 Empire Blidg., Atlanta, Ga. 
Pacific Coast Branch: 
1002-4 Merchants Nat. 
Bank Blidg., San Francisco, Cal. 





SANITARY 
PLUMBING 
FIXTURES 


DUOJET 


A line representing the most advanced fdeas in Sanita- 
tion, Economy of Operation and Ease of Installations. 


Duojet Closets—Flushing Valves—Urinals—Drink- 
ing Fountains—Self-Closing Cocks— 
Liquid Soap Fixtures, Etc. 


Manufactured and Sold Exclusively by 


The Imperial Brass Manufacturing Co 
510 South Racine Avenue, Chicago, Ill. 
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leading up to the inlet of the meter and a vertical dis- 


The Kerosene Water Heater charge pipe from the meter outlet extending down and 


helow the water line in the boiler, thence to the boiler 










Also made 
with double 


copper coil 


for conveying the metered water of condensation by 





TR aDE meee 6 


WATER HEATE 


yravity into the bouler. 





The urface of this field 
hasn't been scratched 


Hiere is a REAL kerosene 


1.264.077. Pipe-Wrench. Barney Jagielski, St. Cloud, 


Minn. In a wrench, the combination with a stationary 





heater! ; : : ; , 

Heats as HOT and FAST jaw and a movable jaw, said stationary jaw having at one 

i gas heater of its ends a right angular cross sectional rectangular 

Different than anvthing ; : ; 

uu have seen shank. the movable jaw having a shank arranged to one 
(;enerates its own Bas and , ; - ; ; 

throws a powerful flame side of the shank of the stationary jaw and revolubly and 

Send for New Catalog longitudinally adjustable with respect to the stationary 

jaw, said movable jaw having a widened head, the active 

surface of which being arched and the ends of the said 





The Hotstream Heater Co. 


1 Hiea it ficat”’ 


1375 East 17th St., Cleveland, Ohio 


head being notched whereby to receive in one oft the 
notches the shank of the stationary jaw 
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“as. 
No More Back Water “. 
where the SIGNET Drain is used. ae M= 
Keeps basement dry, clean and sani- . 
tary. A positive safeguard, either wet » & 
or dry, against sewer gas and water. ‘w 
Le. 
“9 
a » 
; siniainas ential 3 A - 


Brass working 
parts submerged— 
works automatical- 
ly by gravity. 

Always works. 
Always satisfac- 


1,264,235 1,264,345. 





aia eas tae, 1,264,235. Gas Heater. George A. Webster, Chicago, 
ture. lil. [un a gas heater, in combustion, an oblong rectang 
CRAMPTON-FARLEY BRASS CO. ular combustion chamber having a longitudinally disposed 





KANSAS CITY, MO. relatively long and narrow vertical air flue extending cen- 
trally through the same, chambered walls rising from and 








communicating with the end of the combustion chamber. 








two vertical series of relatively broad and shallow ex- 


Just Clean Sweep Traps— posed flues extending horizontally between the said cham- 
bered walls above the combustion chamber. the flues of 
The Knowledge we have gained, the 


Judgment we have developed, the Busi- each series being only slightly less than half the width 


ness Foresight in production of the Best of the said chambered walls and the two series of flues 
Trap in the World is all yours for the ; , . ; : 

haar ig being respectively located in front of and in rear of the 
Just mention Clean Sweep Traps. longitudinal -nedian plane of the heater with an inter- 
You will get them. vening air space, a gas burner mounted within the com- 
rr i G "Or . ses rY ¢ ( trea = . ° . . . . 
rhe Government uses them, and every bustion chamber, and partitions mounted within the said 


body else, nearly. 


In either Lead or Brass. chambered walls to direct the products of combustion 


through the several flues of the said two series in suc- 
Detroit Sanitary Supply Co. cession. | booed: | | 

ae eee 1,264,345. Heating and Ventilating Casing for Radiators 
Second Ave. and Antoinette St. Fred D. Sumner, Danville, Ill. In an air circulating de- 


DETROIT MICHIGAN vice, the combination of a casing shaped to surround a 


radiator, said casing having air inlets in its opposite sides 























and located adjacent its lower end, and vertical guides 
along the edges of said openings, a pair of vertically slid- 





ing damper plates mounted in said guides, a rock shaft 


- 

W olverine extending transversely across the upper end of the casing 
° h and having an operating knob at the front of the latter, 
Tapered Bibb Was ers crank arms extending in opposite directions from the op- 
For Imperfect Seats posite ends of said rock shaft and positioned adjacent 
the front and rear sides of the casing and on the interior 
of the latter, and suspending members depending from 

said arms and connected with said damper plates. 
1,264,313. Controller. Jerome E. Lynch, Boston, Mass.., 
assignor to Lynch & Woodward, Boston, Mass., a part- 
nership composed of Jerome E. Lynch and James W 
Extra Quality for Hot or Cold Water Woodward. A controller having, in combination, a float 
ee provided with an air chamber a casing for said float con- 
Wolverine Brass Works structed and arranged to contain liquid, said liquid con- 
GRAND RAPIDS, MICH. ' stituting a seal for the air within said air chamber, an air 


valve communicating with the air chamber in said float, a 
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vapor inlet for said casing adapted to direct vapor into 
said casing against said float to expel the air from said air 
chamber through said air valve and means constructed and 
arranged to adjust said air valve to increase or diminish 
the amount of the air passing through said valve and there- 
by increase or diminish the resistance to the movement of 
said float. 


























1.264.314 1,264,597. 


Beaton, New 


— 


264,697. <Air-Valve Device. Allan J. 
Britain, Conn. A device of the class described comprising 
a base, a shell detachably connected with the base, the 
shell being provided with a boss at its upper end, having 
an opening, a valve seating member insertible in the boss 
solely by the removal of the shell and having an opening 
in register with the other opening, a thermo-expansible 
member inclosed by the base and the shell, the cavity of 
the base tapering downwardly and inwardly upon a curve 
to receive the lower portion of the thermo-expansible 
member, an inverted cup-like regulating member attached 
to the top of said thermo-expansible member and a valve 
extending through the regulating member and having a 
slidable connection with the thermo-expansible member. 
Plumbing Department. 

1.264198. Cast-Iron Pipe. James R. McWane, Birming- 
ham Ala. A cast-iron pipe having one end formed with 
exterior screw threads and: the other end of spigot con- 
struction, and a cast iron bell having one end provided 
with internal screw threads to receive the threaded end 





1,264,198. 


of a pipe and the other end in housing relation to the bell 
end of the pipe and permanently united thereto by a joint 
of bell and spigot construction. 

1,264,293. Faucet. Marshall T. Gower, Stockton, Cal., 
assignor by direct and mense assignments, of two-thirds 
to Wade Hollingsworth, Stockton, Cal., and one-third to 
Charles W. Ralph, Los Angeles, Cal. A faucet compris- 
ing a casing provided with a removable valve seat, a 





1,264,293. 


spring pressed valve plug normally held against the seat, 
a guide web immediately adjacent the valve seat, a pin 
guided through the Web and engaging the plug, a valve 
stem, a cam on the stem engageable with the pin to move 
the plug away from the seat, the spring pressed plug nor- 
mally holding the pin in engagement with the cam. 
1,264,655. Pipe-Joint. Ola S. Johnson, St. Paul, Minn. 
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BUSINESS THOUGHT 
No. 6 


We admit our debt to worthy competitors who 
have striven, with us, to raise better standards 
of worth. Quality has been our common goal. 
Under the influence of that idea a spirit of worthy 
emulation has been thrown into the effort. 

If, in standards of plumbing quality we have 
been privileged to lead, it has been because busi- 
ness rivalry of this wholesome nature has spurred 
us to do our best and we gladly pay tribute to 
those with whom we have raced for the inspira- 
tion they have given us, and the ideals they have 
set. 

“Cheapness” in its lowest sense is not the kind 
of foundation a trade wants to build on. It is an 
economic law that the best survives—in thought, 
ideas, methods and products. 

A body of men representing a trade or profes- 
sion will invariably do better by centering the 
attention of those they deal with on quality in 
lieu of upon mere “Price.” 

Quality business means good homes, good 
ideals and good business standards. ‘“Cheap” 
business means poor homes, poor ideals and poor 
business standards. We stand for quality—do 
you? 

Our monthly magazine “Better Business” is 
showing thousands of plumbers a better road to 
better profits. It costs nothing but means a good 
deal to receive. May we send it to you? 


WOODWARD-WANGER CO. 


“Keep Up the Quality” PHILADELPHIA, PA. 
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CRANITE 


PACKING 


is a high grade sheet asbestos packing, 
made from the highest quality of 
asbestos that it is possible to obtain. It 
covers more surface to the pound than 
other packings and can be used over 
and over again by applying graphite to 
its surfaces. It will not press, burn or 
blow out of joints, by reason of the 
extra long fibre contained in it, and is 
highly recommended for severe service, 
such as superheated steam, dry air, 
acids, ammonia, alkali, hot sugar solu- 


tions, gases, etc. 
Send for a sample. 


CRANE CO. 


836 South Michigan Avenue, Chicago 
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Reduce the High Cost of Heating 


by installing the system most 
economical to maintain—the 


D&T 
Tank-in-Basement System 


costs less to install than oth- 
ers; permits use of smaller 
pipes; speeds up circulation; 
always makes a satisfied cus- 
tomer and gives you a good 
profit. 

Write for fJooklet and more 
details. 


D & T Manufacturing Co. 
1911-13 Pine St., St. Louis, Mo. 




































Tank Fittings of Quality 
1856 “McSHA yE” 1917 


The ORIGINAL Compound Lever Ball Cock, 
Elevated, Low-Down, Top and Bottom Supply. 
Tank Levers and Valves. 








McSHANE BELL FOUNDRY CO. 
BALTIMORE, MARYLAND 











THE SIGN OF GOOD FLASHINGS 


We are the only concern 
in the country making a 
complete line of Adjustable 
Roof Flashings in Galvan- 
ized tron, Copper or All- 
Lead. 

Simplex Flashings are the 
best that HONEST CON- 
STRUCTION, SUPERIOR 
MATERIALS and EXPERT 
WORKMANSHIP can pro- 
duce. 





GALVANIZED 





Ask your jobber. 


Simplex Mfg. Company 


313 So. Clinton St., 
Chicago, III. 








American Beauty Line 


— yo 
Pure White Bathroom Fixtures 


No unsightly screws on 
face of Post Brackets—a 
new and novel feature. 

Post Brackets only 2% 
in. Smallest ever made. 

Order Sample 

The up-to-date, better 

kind. 


Order from your jobber. 


Bay Ridge Specialty Company, Inc. 
Brooklyn, N. Y. 
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In combination with a two-section pipe joint, said sections 
having bell and spigot ends, the spigot end of one of said 
sections fitting loosely into the bell end of the other of 
said sections providing therebetween a packing space hav- 
ing an open end; and anchoring means on each of said 
sections and in said space; a compressible packing in Said 
space; a lead filling sealing the open end of said space, and 
a concrete core contacting with the innner and outer walls 
of said space, and also contacting at both ends with said 
compressible packing for the purpose specified. 
1,264,718. Liquid-Faucet. Charles Wirtz Wagner, New 
York, N. Y. A faucet as characterized comprising an ex- 
ternally threaded head having a delivery channel there- 
through and provided with a flat valve seat extending 
throughout in a plane perpendicular to the axis of said 
channel at the delivery end thereof; a nozzle having a de- 
livery passage and an internally threaded body portion, 
the threads whereof register with the threads on said 
head; a bridge removably mounted in fixed relation to said 
nozzle to provide openings thereunder communicating 
with said delivery passage and the chamber of said body 
portion; a yielding cushion mounted on said bridge to rest 
on said seat; means for holding said cushion on said 
bridge; and a packing ring permanently mounted on said 
head in the threaded portion thereof, said ring being 
adapted for compression by the thread of the body por- 
tion of said nozzle for sealing the joint between said body 


portion and said head. 





























1,264,442. 





1,266,442. Water-Heater. Ward A. Rued, Woodworth, 
N. D. A water-heater, comprising a cylinder having a 
lateral opening in one end, heads closing the ends of the 
cylinder and having inlet and outlet openings, respectively, 
the head continguous to the end of the cylinder having the 
lateral opening being removable and having a central open- 
ing, a coil of pipe within the cylinder and having an end 
portion extending diametrically inward, thence outwardly 
and passing through the lateral opening of the cylinde-, 
and fastening means extending into the central opening of 
the removable head and engaging the diametrically in- 
wardly extending portion of the coil to secure the remov- 
ble head to the cylinder. 

1,264,873. Sanitary Closet. Harry Y. Scarborough, Min- 
neapolis, Minn. A closet having a seat opening and a re- 
ceptacle beneath the same adapted to contain a chemical 
solution and provided with a discharge opening and a 
valve in said opening, an opening means for said valve, 
a member carried by said opening means and normally 
positioned beneath said seat opening to conceal the con- 
tents of said receptacle, a cover for said seat opening, and 
means connecting said cover with said member for mov- 
ing it from its normal position into said solution for the 


purpose specified 
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1,264,612. Hinged Seat and Cover. George W. Collins, 
Holyoke, Mass. The combination of a seat having a rear- 
ward extension, means for hingedly mounting said seat 
in place, an upward projection upon said seat, and a cover 
hingedly mounted upon said projection independently of 
the hinging elements of the seat and detachable therefrom 
at pleasure without impairing the sightliness of the seat 
or dismounting or exposing wholly or in part the seat 
hinging elements. 














1,264,612. 1,264,777. 














1,264,772. Medical Liquid-Deliverer Attachment for Wa- 
ter Pipes of Bath Tubs. Otis D. Butler, Independence, 
Ore. Ina medicinal liquid deliverer attachment for water 
pipes, a medicinal container for a medicinal substance and 
provided with a tapered lower portion, a casing threaded 
into the lower tapered portion of the container and pro- 
vided with a needle valve for controlling the substance 
into said casing, said casing having a pair of diametrically 
oppositely disposed laterally extending tubular extensions, 
hot and cold water pipes connected to and com- 
municating with said tubular extensions, valves in 
said tubular extensions for controlling said hot and 
cold water into said casing, an outlet pipe connected 
to the upper part of the casing and in turn adapted to be 
connected to a sprayer and provided with a valve to con- 
trol the outflow of water combined with said medicinal 
substance, the lower end of the casing having a discharge 
passage, and a valve for controlling the outflow of water 
and the medicinal substance through said discharge pas- 


Sage. 





German Potato Bugs. 

“The way Germany prepared for a generation for this war 
was positively uncanny,” said a Congressman. “Yes, Ger- 
many’s forty years of minute war-preparation 1s as uncanny 
as the story of the potato bugs. 

“On an autumn evening a group of Minnesota farmers 
sat around the fire in the general store and complained of 
he potato bugs’ ravages. 

“*The pests ate my whole potato crop in two weeks,’ said 
one farmer. 

“*They ate my crop in two days, said a second farmer, 
‘and then they rcosted on the trees to see if I’d plant more.’ 

“A drummer for a seed-house cleared his throat. 

“*Gents,’ he said, ‘all that’s very remarkable. Let me tell 
you, though, what I saw in our own store. I saw a couple 
of potato bugs examining the books about a week before 
planting time to see who had bought seed.’—Washington 
Star. 








PACKLESS GRADUATED 
RADIATOR VALVE 





Embodies a new and 
exclusive DOLE 
principle by which 
you can have every 
degree of opening re- 
quired in vacuum or 
vapor steam heating. 


This Adjustment is 
easily made while 





Complete 





the steam is on. - —> d 
Nothing like it on ——- 
the market. and Hot 
Furnished with the Wat “4 
DOLE without extra Rediator 
cost. Valves 


Write for new cir- 
culars. 


THE DOLE VALVE CO. 208No. Wells St. Chicago 
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Williams “Vulcan”, Chain Pipe Vises 


are Powerful but not Destructive 


Unbreakable 
Broadly Adjustable 
Universally Attachable 


Three sizes, accommodating % 
to8-inch pipe. Holds all records 
for service and the “Grand Prize” 
for excellence. 








WESTERN OFFICE AND WAREHOUSE ' 17 SO. CLINTON STREET 


























Write for This Booklet 


It tells you all about the 


Ball Seal Generator 


for Hot Water Heating. 


This generator increases circu- 
lation and radiation. Prevents 
sluggish, bien are condi- 
tions. Reduces fuel cost. Onper- 
ates without noise. No atterp— 
tion needed. 


Just what you want for that 
next job. 


The Ball Seal Generator Co. 


Easton, Pa. 
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Situation Open Government Proposals | 
WANTED—SALESMAN AND ESTIMA- TREASURY DEPARTMENT, Supervis- | U Tl ° 
tor acquainted with architects and ing Architect’s Office, Washington, D. ©., se § Page 
builders in Chicago. Must have execu- May 15, 1918.—Sealed proposals will be 
tive ability and able to secure business. opened in this office at 3 p. m., June 12, 
$50 per week to start. Arcade Steam 1918, for remodeling toilet room, repairs, To Get 
Heating Co., 126 W. Kinzie St., Chicago. plumbing, heating, etc., in the United 
§-25;6-1;8 States courthouse, post office, etc., Clarks- 
~——~- os “es burg, W. Va., in accordance with drawing Wh Y W 
WANTED THOROUGHLY COMP, and specifications, copieS of which may at ou ant 
tent, experienced man for correspond- be had at this office or at the office of 
ence, quotations and handling orders in the custodian, Clarksburg, W. Va., in the 
wholesale plumbing and heating house. discretion of the Supervising Architect. 
Married man with road experience pre- pero | A. Wetmore, Acting Supervising 
ferred. Good salary with excellent op- Architect. H-1; 5 I . 
portunity for advancement. First class f you are looking for com 
reference required. Address 2529, care petent employes; or if you con- 
“Tyomestic Engineering,’”’ Chicago. §-] nnn = — ae P aaa 
Domesti ngin a — template a change in position, 
oo r our if Lib ° . 
a | — — ° ace rary have a patent for sale; wish to 
Miscellaneous. purchase or sell a plumbing and 
Sanitation in the Modern Home...... 2.04 P B 


heating business; second-hand 


SELL YOUR SURPLUS COUPLINGS Sanita e e of Buildings...... 1.66 : 
ry Sewerage o -” machinery or tools; form a co- 


and fittings. Write us. The A. & J 














: St. icago. tf Notes on Heating and Ventilation, . 

— oh, Oe wo Se ~~ _ Prof. John R. Allen 2.50 partnership, etc., your adver- 
WE BUY IRON PIPE COUPLINGS— Practical Steam and Hot Water Heat- tisement on this page will put 

spot cash. How many, either pounds or . : 
pieces have you of Cartes aeeest — ing and pate me G. pa 8.00 you in touch with the people 
liam Supply Co., 61 hristian Street, A Practical Manual of Steam an ot ou desire to reach. 
Philadelphia, Pa. 10-6,tf Water Heating, Edward R. Pierce. 2.50 y bd a ' 

The cost of insertion is only 

SPECIALTIES FOR SALE — EIGHT f 

: eae our cents a word and may 

Ford compound steam traps, four sizes; ° ° . 
Ce ond docu, Seulatore, any reason. | Womestic Engineering mesnenen diineneee 
able offer accepted. Write Kampeska : 
Materials Co., Watertown, S. D. 5-18; 4 407 S. Dearborn St., Chicago 



































. oo ) 
Why Waste Time . , 
cleaning lime from the ordinary water Size of Flow and Return Steam Mains 
ns yee Second Edition By JOHN K. ALLEN 
Sharp’s Clean-Out Heater 
All parts easily accessible. A Useful and Instructive Book 
’ - Contains contributions from thirty heating en- 
, Battery of gharp’s Clean-< Dut Wa- gineers of different cities in the United States. 
may be connected temether. _Also a number of handy tables and much prac- 
Adaptable for domestic purposes or tical advice. . 
house heating. ‘ : Bound in boards. 4% x 6% inches. 
Jasies t ae a Zig-Zag re > . . . 
travel makes for highest heating effi. 104 pages; postpaid—Fifty Cents. 
ciency. 
Get the particulars. Write 
us today. DOMESTIC ENGINEERING 
ees eee )§=6GENERAL MANUFACTURING CO. 407 S. Dearborn St. - - ~- Chicago, Illinois 
Heater with Frent Cover Remove 67 19th Street, Wheeling, W. Va. * — 











The “JIFFY” Means Profit to You 


It will save you I hours in setting a two-part and 4 hours on a 
three-part tray over old methods. Your saving in time gives you the 
“jiffy’’ FREE. Your profit is the cost of the old supports plus a 
better job. No tools required but a pair of hands. 

Go and Get the “JIFFY” at Your Jobber. 


THE FORD DONLEY CO. ii7tFstt CLEVELAND, 0. 








\o The “JIFFY” 
COLLAPSIBLE 


Laundry Tray Frame 














“READING” Tank-in-the- Basement System 


has proven its superiority by years of efficient, satisfactory service. 
The use of “READING” Specialties insures economy in fuel and uniform heat—two points that make 
the steamfitter strong with his customers, 
Write for Booklet and more details. 


THE READING HEATER & SUPPLY CO., INC. Reading, Pa. 
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